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GAS ENGINE PATENTS. 


THE result of the case of “ Otto v. Steel” has probably 
put an end to the hopes, for the time being, of many 
inventive minds and enterprising manufacturers, who 
would fain have produced a gas engine that should be 
as good as that of Otto, without being precisely similar. 
Messrs. Green, of Leeds, thought they had constructed 
such an engine, upon the specification of Mr. Robert 
Steel, but they have now learnt otherwise from 
the lips of Mr. Justice Pearson, and there is nought 
for them but to submit—unless, indeed, they are so 
confident that there is an essential difference between 
their engines and the Otto that they are resolved to 
consult a yet higher tribunal. When the French 
courts declared a few months ago that the Lenoir 
engine was not an infringement of the Otto patents, 
and that Otto had been anticipated in several respects 
by Boulton, Beau de Rochas, and others, no doubt 
many of the English manufacturers thought, as we did, 
that there was a strong probability in favour of a 
similar result attending any litigation which might 
arise in this country. The fates, and Mr. Justice 
Pearson, however, have decided otherwise, and Otto 
has triumphed. 

Defeated in regard to gas, inventors might now with 
advantage turn their attention to the development and 
perfection of the petroleum engine. And by this we 
do not mean an engine in which oil is burnt direct as 
fuel, but one in which oil is employed as in such prime 
motors as the Etéve engine, where a fine spray of the 
liquid is injected into the cylinder with air under slight 
pressure, the resultant mixture being highly explosive 
and easily ignited by means of a spark from an induc- 
tion coil or bya flame, as in the Otto engines. We have 
ourselves seen during the last year two distinct types 
of motor working upon this principle, both of which 
are ready for commercial application, and the working 
cost of which would probably be but one-hulf that of 
gas. Of course, such engines can not only compete 
with steam and gas motors on their own ground, but 
they are also available where neither steam nor gas can 
be readily obtained, and where, indeed, both are ab- 
solutely unobtainable. It must not be thought that we 
are speaking of apparatus which is only in the experi- 
mental stage: one of the two engines to which we have 
above referred is constructed in types varying from 1 
to 40 or 50 horse-power, and is capable of immediate 
practical application. 


Incandescent Lamps.—We should like to know the 
opinions of our readers experienced in the manufac- 
ture of these lamps, respecting the remarks of Mr. 
Siemens on filaments which require but 2} to 24 watts 
per candle-power. 


ON IMPROVEMENTS IN GLOW-LAMPS, 


By WILHELM SIEMENS. 


(Continued from page 516.) 


THE experiments were made with prepared (on the 
new Siemens and Halske process) and unprepared 
filaments, and a specifically different behaviour of these 
two kinds of lamps was distinctly observed. It cannot, 
indeed, be maintained with certainty that the different 
behaviour of these lamps can be entirely referred to 
the difference in the carbon filaments. For though it 
would have been, strictly speaking, the most correct 
thing to make both kinds of lamps absolutely alike in 
all other respects, this idea had to be renounced in 
order to avoid other and perhaps greater sources of 
error. For the correct treatment of a new material can 
only be gradually found on the basis of prolonged and 
varied experience, and such experience was not at com- 
mand with reference to the unprepared carbon fila- 
ments. It seemed, therefore, most suitable to use for 
this part of the experiments American Edison lamps, 
which have a filament of carbonised bamboo fibre of a 
rectangular section. 

The measurements extended over a time of 800 
hours, and were executed at intervals of 100 hours as 
regurds strength of light, strength of current and 
tension. 

Table II. contains measurements made on groups of 
10 lamps respectively with prepared and unprepared 
filaments. The values given are the means of the 
measurements of each such group. The lamps burned 
during these experiments at their normal tension, at 
which they are supposed to give the light of 16 
candles, 


TABLE II. A.—LAMPS WITH UNPREPARED FILAMENTS, 


Stren th Normal 


Time of | Tension Current of light , candles per | 
burning | in in in electric | Remarks, 
in hours. volts. | amperes. normal ho: se- 

| candles, power. 


0 | 9 | O710 | | 215 | One lamp burst in 
178 | 5O0hours; 1 lamp 


200 i 0656 | 143 | 167 burst in 280 hours; 
300 ae 0654 | 138 | 160 1 burnt out in 650 
400 » | 0650 | 132 | 1555 | hours; the re- 


| 
122 | 148 | exist. 


soo | 0636 | 199 | 155 maining 7 still 
600 0-632 | 

700 oe 0630 | 111 135 

800 » | 0630 | 11-0 134 


TIracram To Tasues II., A AND B. 


Normal candles per horse-power 
S 


900 200 wo 800. 


Hours burning. 


Hence it appears that the greatest difference in the 
power of the light amounts to 8°9 candles, and that the 
lamps burned for the 800 hours with a mean value of 
13°58 candles and a mean effect of 159-1 normal candles 
per electric horse-power. At the conclusion of the 
measurements the effect was only 62°3 per cent. of its 
original value ; the strength of light had fallen to 553 
per cent. of its initial amount, whilst the resistance 
(hot) had increased by 12:7 per cent. 
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B.—LAMPS WITH PREPARED FILAMENTS. 


Normal 
Time of | Tension | Current | Light in | candles per 
burning in n normal electric Remarks, 
in hours. | volts. | amperes. | candles. horse- 


power. 


0 96 0°550 17°5 244 Atthe conclusion of 


100 0°550 244 the experiments 
200 es 0°550 17°5 244 all the 10 lamps 
300 9 0°544 17:0 239 were still in ex- 
400 0°544 16°5 232 istence. 

500 a 0°540 15°9 225 

600 a 0°535 15°05 215 

700 0°528 14°5 213 

800 yi 0°528 145 213 


The greatest difference in the strength of the light 
is here three candles, The lamps burnt with a mean 
intensity of 16°24 normal candles and a mean useful 
effect of 230°1 normal candles per electric horse-power. 
The useful effect declined in the course of the 800 hours 
to 87°3 per cent., and the intensity of light to 82°9 per 
cent. of its initial value. The increase of resistance 
amounted to 4:2 per cent. 

These results are illustrated by the curves in Dia- 

gram II. The hours of burning are taken as abscissz, 
and as ordinates the number of normal candles pro- 
duced by an electric horse-power. The upper curve 
shows the results with prepared, and the lower curve 
with unprepared filaments. The crosses on the lower 
curve mark the spot where a lamp has burst. 
' The form of the curves shows a characteristic dif- 
ference in so far as with unprepared filaments the 
effect in the first portion of the time declined compara- 
tively rapidly, whilst at the same point the prepared 
carbons were far more constant. 

It was now important to examine how the two kinds 
of lamps would behave if the experiments were made 
with a higher initial effect. Ten of each kind were 
again set in action, all the 20 being supplied by one 
common circuit. In the following Table IIT. the mean 
values are given. 


TABLEIII. A.—LLAMPS WITH UNPREPARED FILAMENTS. 
| 


| Normal 
Time of | Tension | Current | Lightin | candles per 
burning n in normal electric Remarks. 
in hours. | volts, amperes. | candles. horse- 
power, 


0 100 0°687 24°25 259 After 15 hours 1 
100 100 0°666 15°7 173 lamp burnt out; 
200 100 0°666 15°3 169 the remaining 9 
300 100 0°664 15:2 167 were still in ex- 
400 100 0°653 147 165 istence at the con- 
500 100 0°640 13°7 157 clusion of the ex- 
100 13°3 154 periments. 
800 


100 | 0630 | 131 | 153 
100 | 0620 | 125 | 148 


To Taste III. 


340 
320 
= 
= 
3S 70 
a m0 
3 
\ 
3 
Se 
i 
: 
7) 207 300 400 509 600 700 800 


Hours burning. 


At the conclusion of this experiment, the useful 
effect had fallen to 57-1 per cent., and the strength of 


light to 51°5 per cent. of its original value. The greatest 
difference in the strength of the light amounts to 11°75 
candles; the mean light during the 800 hours was 
14:94 candles ; and the mean useful effect 167-7 normal 
candles per electric horse-power. The increase of re- 
sistance was 10°8 per cent. 

If these results are compared with those in Table 
II. A, the latter, in spite of the somewhat smaller use- 
ful effect must be regarded as more favourable, because 
the decrease of the light is not merely smaller but con- 
siderably more regular. 


B.—LAMPS WITH PREPARED FILAMENTS. 
} | | 


|- Normal | 


Time of | Tension | Current | Lightin | candles per | 
burning in in normal |_ electric Remarks. 
in hours. | volts. amperes. | candles, | on. 

. 


All the ten lamps 


| 
| 
| 


0 100 0°552 | 25:0 | 333 
100 100 ‘0°550 225 | 300 in existence at 
200 100 0°550 22:0 | 290 the conclusion of 
300 100 0°548 21:0 | 282 the experiments. 


Here the greatest difference in the strength of the 
light is 97 candles; the increase of resistance is 3°8 per 
cent.: the mean strength of light during the experi- 
ment was 19°67 candles, and the mean useful effect per 
electric horse-power 264'1 candles. After burning for 
800 hours, the useful effect retained 6371, and the 
strength of light 61-2 per cent. of its original value. 

The diagram to Table III. illustrates these rela- 
tions in the same manner as was done above in 
Diagram II. 

On comparing the curves II. B and III. B (prepared 
filaments) it appears in the first place that in the latter 
(where the initial useful effect is 340 normal candles per 
electric horse-power) we obtain a better mean useful 
effect than in the curve II. B, where the useful effect 
begins with 244 candles per horse-power. The mean 
useful effects are as 264°1 : 230°1, or as 100 : 87:1. 

The curve II. B is, however, characterised by a for 
greater constancy and uniformity. Even if we over- 
look the circumstance that lamps prepared according to 
the curve II. B, would last much longer than lamps 
made after III. B, the firm, Siemens and Halske, must 
doubt that the former (in accordance with curve II.) 
are the more rational, since a fall of the strength of 
light down to 61 per cent. of the initial value is inad- 
missible in practice. The circumstance is peculiar that 
during the same time of activity (800 hours), the in- 
crease of resistance in the more intensely heated lamps 
(Tables III. A and III. B) is less than in the less heated 
lamps (Tables II. A and II. 8B). It follows that the 
decrease of the strength of light in the former case 
depends to a greater extent upon coating than it does 
in the latter. The principal cause, however, of the 
decrease of light, is in all cases the increase of re- 
sistance. 

The curves II. A and III. A (unprepared filaments) 
strike us in the first place by their peculiarly irregular 
course. It is surprising that in spite of the very 
different initial values of the useful effects after burn- 
ing 100 hours, they reach a tolerably complete approxi- 
mation. In both cases, the effect after 100 hours was 
rather less than 180 candles per electric horse-power, 
whilst the corresponding initial values were 260 and 
220. For the further explanation of these circum- 
stances, it seemed desirable to examine the behaviour 
of such lamps at higher temperatures, or with highei 
initial effects. 

This experiment was conducted with 10 lamps, the 
means of- the measurements of the single Jamps being 
given in the table. As the point here was to examine 
the initial behaviour of the lamps, the experiments 
were closed after the lapseof 100 hour: ™”' e measure- 
ments were made every 10 hours. 


Normal candles per horse-power, 
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TABLE IV.—UNPREPARED CARBONS. 


Normal 
Burning Light candles per 
in in in in normal . aaa 


candles, orse-power| 


Remarks, 


, One lamp burnt out 
| after 11} hours; 1 
| after 22 hours; 1 
| after 26 hours; 
| and 1 after 85 
| hours. The re- 
| 
| 
| 


maining 6 still in 
existence. 


Diagram To TasBie IV. 


Normal candles per 
horse-power. 


20 30 40 50 Go 8) o 100 
Hours burning. 


The four arrows pointing downwards show the 
times when a lamp burnt out. 


The course of the curve IV. shows that, in this case» 
also, the useful effect declined after about 100 hours to 
the same amount as in II. A., and III A. 

Finally, in a last prolonged experiment the course of 
the curve V. was ascertained at a high initial effect. 
The corresponding table V. shows the mean of the 
measurements of 6 lamps. The duration of the lamps, 
in accordance with the higher temperature of the fila- 
ments was very brief, as by the end of 13 hours the last 
of them was burnt out. The measurements were made 
hourly. 


TABLE V.—LAMPS WITH UNPREPARED FILAMENTS. 


N 
candles per 

electric Remarks, 
horse-power 


Burning | Tension | 
in in 
hours. | volts, 


One lamp burnt out 
in 6 hours 12 
minutes ; another 
in 8 hours 6 
minutes; another 
in 8}; a fourth 
in 8 hours 20 
minutes ; a fifth 
in i2 hours 12 
minutes, and the 
last in 13 hours 
4 minutes. 


Normal candles per horse-power. 


ot 


Hours burning. 


The arrows pointing downwards indicate the points at which 
each lamp burst. 


The course of this curve, V, shows so decided a 
decrease in the effect in a few hours, as to render it 


probable that in 100 hours the effect would not have 
been greater than in II. A, III. A, and IV., if the lamps 
had held out so long. 

If we collate the results obtained from the lamps 
with unprepared carbon filaments, we arrive at the con- 
clusion that it is useless to send out these lamps with a 
higher initial effect than 170 normal candles per elec- 
tric horse-power. Consequently, the basis of those 
calculations, which have the object of ascertaining the 
most suitable values for their duration and effect in 
proportion to the price, are perfectly deceptive. 

From the curves B, it appears that the process 
according to which Siemens and Halske’s glow lamps 
are prepared offers great advantages. Heretofore, it 
was merely shown that these lamps at an equal tempera- 
ture threw out a much more economical light than 
lamps with unprepared filaments. But the present 
experiments have shown that these lamps possess, in a 
high degree, the property of maintaining a high useful 
effect during the time that it lasts, and of giving out a 
uniform light. 

It has been pointed out above that the Siemens and 
Halske lamps at 100 volts, and of 16 candle-power, are 
prepared according to curve II. B, and not according to 
curve II. A, though the mean effect is here somewhat 
better. It may be appropriate to remark here that 
lamps on various systems have made their appearance 
in commerce which are praised as having an unusually 
high useful effect. This is given as 2} and 2} volt- 
ampéres per normal candle. The properties of such 
lamps at 100 volts and 16 candles might, in the best case, 
be shown by the curve, III. B. If the effects of this 
curve, which have hitherto been expressed in normal 
candles per horse-power, are calculated in volt-ampéres 
per normal candle, we find for the initial effect 2:1 
volt-ampéres per normal candle, and for the mean 
effect 2°8, whilst for the curve, II. B (normal curve for 
the Siemens and Halske lamps), the corresponding 
values are and 3:3. 

Though there may be no doubt that the so-called 2} 
volt-ampére lamps may be exceedingly durable, it 
will be plain, from what has been already explained, 
that it is not advisable to go below 3 volt-ampéres per 
normal candle. 

This remark must, however, be restricted for the 
present to the 16 candle lamps at 100 volts, and all 
lamps which have filaments of slender section. It has 
been found that the above-mentioned method of pre- 
paring filaments is still better adapted for thick carbons, 
and that the results thus obtained are still more 
favourable. On this question I purpose making 
further communications after the conclusion of the 
experiments. 

One more remark in conclusion. In the above 
exposition, prepared filaments (on Siemens and Halske’s 
system) were simply contrasted with unprepared fila- 
ments. The objection may be raised that the researches 
on the latter are confined to a simple material (bamboo) 
that the lamps used in this investigation differ from 
the Siemens and Halske lamps in other details, and 
that possibly the last circumstance may have affected 
the form of the curves. 

It cannot, however, be assumed that there exist 
carbonised fibres surpassing the bamboo-fibre in 
strength and applicability for use in glow lamps. 

To the difficulty of testing the bamboo filaments in 
lamps constructed, in other respects, on the Siemens 
and Halske pattern, I have already referred. Still, the 
experiment shall be carried out, though I entertain no 
doubt but that the characteristic peculiarities of that 
fibre will re-appear in this case also. — Hilektrotech. 
Zeitschrift. 


A Lengthy Run,—A Ball dynamo, with 10-are 
lamps, was recently run 36 days and nights without a 
stop, by Jones, Denton & Co., contractors on the new 
Croton aqueduct, in lighting their tunnel work. This, 
says the New York Electrical Review, is considered an 
extraordinary performance by electric light men. 
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CENTRAL STATION LIGHTING IN 
SWITZERLAND AND ITALY. 


WE have been favoured by Messrs. Ganz & Co., of 
Budapest, with a description of central stations for elec- 
tric lighting over large areas which they are now 
carrying out with their self-exciting alternate current 
dynamos and the transformers of Zipernowski and 
Deri in Lucerne, Rome, and Milan. From the plan of 
the installation being erected at Lucerne, it seems 
that the central station will be at Thorenberg, at a 
distance of about five miles from Lucerne. At Thoren- 
berg there is available water-power up to 600 horse- 
power; and this will be utilised by means of two 
turbines for transmitting the current for lighting and 
power. 

On the same plan is shown the disposition of the 
plant in the central station at Thorenberg. Messrs. 
Ganz are building two self-exciting alternate current 
dynamos for this installation, and these, running at a 
speed of 250 revolutions per minute, will each yield a 
current of from 35 to 38 ampéres, at a potential of 1,800 
volts. One of these dynamos will be held in reserve, 
to be called into requisition when necessary. At a 
later period it is intended to enlarge the plant to give 
400 horse-power ; and, in view of this, the space neces- 
sary for the erection of two more dynamos of the same 
type has been cleared. 

In order to prevent the possibility of any stoppage in 
the supply of current, even in case of the hydraulic 
machinery getting out of order (as, for instance, by the 
freezing of the water in severe winter seasons), addi- 
tional steam engines and boilers, to act only as a reserve 
for such an occurrence, will be erected. 

A double switch in the engine room will facilitate 
the connection of any conductor with any of the 
dynamos. The primary conductors will be four naked 
copper wires of 6 mm. gauge, and these will be carried 
on telegraph poles. The central station itself will be 
lit up by 15 incandescent lamps, fed by a special small 
transformer. At 2°4 kilometres from Thorenberg will 
be placed a second transformer of 1,500 watts, to supply 
current to supply 40 lamps in the “ Fluhmiihle,” the 
property of Messrs. Gebriider, Troller & Co., who are 
also the owners of the central station in Thorenberg, 
and the contractors for the supply of the electric light 
to the consumers. The next secondary station will be 
at a distance of 2:2 kilometres from the “ Fluhmiihle,” 
and consequently at a total distance of 46 kilometres 
from the central station. Two first-rate hotels will be 
lighted, the “ Schweizerhof,” and the “ Luzernerhof,” 
where seven transformers, each of 7,000 watts capacity, 
sufficient for 200 lamps of 10 C.P., will be placed in 
various parts of the buildings. 

Besides these secondary stations, the electric lighting 
of several other hotels and public buildings is pro- 
jected, to be executed at a later time. 

The Societa Anglo-Romano per I]’Illuminatione di 
Roma Col Gaz ed altri Sistemi (formerly called simply 
Societa Anglo-Romano per I’llluminatione a Gaz di 
Roma), is establishing an electric lighting plant for 
lighting several public and private buildings with a 
total of 12,000 incandescence lamps, 1,500 of which are 
expected to be in working order in May next. For the 
purposes of this installation, Messrs. Ganz & Co. have 
in hand two self-exciting alternate current dynamos of 
the same type and capacity as those destined for 
Lucerne, one of the dynamos in this case also to serve 
aS aspare machine. These dynamos will be driven by 
steam engines, mounted on a common shaft with the 
respective dynamos. The electric lighting plant will 
be erected in the gas works of the Anglo-Romano Com- 
pany, and the current will be conveyed to a maximum 
distance of about three kilometres. 

The third central station installation, to be erected at 
Milan, will be an enlargement of the already existing 
central station of the Societa Generale Italiana di 
Elettricita Systema Edison ; and, as with the Edison 
low-tension system the current cannot be economically 
conveyed to distances exceeding 500 or 600 metres, 


the company will employ Messrs. Ganz’s novel system 
of distributing electrical energy by the aid of trans- 
formers, for the lighting of such buildings as are 
situated at long distances from the central station. By 
May, 1886, the Theatro Dal Verme is to be fitted with 
the electric light, and supplied by transformers. 


RESISTANCE OF COPPER WIRE. 


IN most text books on electricity, and in many perio- 
dicals, says Mr. Carl Hering, writing in the New York 
Electrician and Electrical Engineer, values are given 
for the resistance, or the conductivity, of copper wire, 
but owing to the difference in the units used, and to 
the fact that the resistance varies with the tempera- 
ture, these values are often very unreliable unless the 
units used and the temperature, are stated in each 
case. Even if they are stated, the reductions neces- 
sary are often so complicated that it is very 
troublesome to use these values. If they are reduced 
to the same units, there is frequently a discrepancy 
found, so that the practical engineer is often in doubt, 
not only which value to use, but also to what extent he 
can depend upon it. 

To enable the engineer to compare these values 
better, and in order to get a fair mean value, the 
writer has collected, in the last few years, a large 
number of different values given by various autho- 
rities, and has reduced them all to the same units in 
the following table, thus enabling a fair comparison 
and selection to be made. 

The value to which they have all been reduced is 
what might be called the specific resistance, that is the 
resistance in legal ohms, of a wire of one square milli- 
metre cross section, and one metre length, at the tempe- 
rature 0° Centigrade. Calling this value 6, the for- 
mule for using it with other units, such as feet and 
inches, may readily be deduced and can be re- 
duced to such forms as to facilitate calculations very 
much. 

There is also given in the table the conductivity of 
the wire calculated from the specific resistance ; it 
expresses the number of times that the copper conducts 
better than mercury, or in other words, it is the ratio 
of the conductivity of copper to that of mercury. 

In many of the statements from which these values 
were calculated, the data given was incomplete, so that 
the writer had to assume certain factors as being 
most probably the ones understood. In all cases the 
original data is given, enabling anyone to make the 
calculations, in case the factors assumed are not the 
correct ones. 

In reducing them all to 0° temperature, the following 
formula was used :— 

R, = R, — R, ¢° 0°0037 
f° being in centigrade degrees. The constant 0-0037 
was taken as a fair mean of a large number of inde- 
pendent statements. It is evident, however, that if a 
slightly different value is taken for this constant, it 
will not affect the result very much, as it does not 
enter as a direct factor. 

The factors used in the reductions are as follows :— 


1 legal ohm = 1°0112 B. A. units. 

1 B.A. unit = ‘9889 legal ohms. 

1 legal ohm = 1°06 Siemens units. 

1 B.A. unit = 1:0483 Siemens units. 

1 ohm as used in Germany = 1°0615 Siemens units. 


The first and second values are those given by the 
Secretary of the British Association, on their standard 
resistances, 

It will be noticed that the values coming from the 
same authority, but compiled from different sources 
are not alike. This may be due to the fact that they 
were incorrectly stated in the source from which they 
were taken by the writer, but it is more probable that 
they are values obtained from different experiments at 
different times. 
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In many cases values are given for pure copper, 
while in practice commercial copper is always used, 
the resistance of which is always greater. Several 
values for commercial copper are given and show what 
allowances may be made in practice. 

The numbers in the first column refer to the para- 
graphs below, in which the authority and any other 
remarks are given. 


TABLE. 


@ = resistance in legal ohms of 1 metre of copper wire with 
1 square mm. cross section at 0° C. 
K = conductivity at 0° C. as compared with mercury at 0° C. 


| | 
No. | a) K Remarks. | 
| 
0-01618 58°31 | annealed | 
| 1 0°01655 67°01 | hard | 
1 001598 59°05 annealed 
1 0:01633 57°73 hard 
2 001558 60°55 pure 
3 0°01528 61:73 soft, pure 
3 0°01566 60°24 hard, pure 
4 0-01623 58°12 pure 
4 0°01642 57°45 pure 
5 0°01631 57°84 pure, soft | 
6 001611 58°56 pure 
7 0°01528 61°73 soft, pure 
7 0:01565 60°27 hard, pure 
8 0°01616 58°38 pure 
9 0°01641 57°49 pure, soft 
9 0°01674 56°34 98 per cent 
9 0°01727 5461 
10 0°01570 60°09 commercial 
1l 0°01603 58°85 commercial 
12 0:01583 59°59 pure 
12 0-01616 58°38 98 per cent. | 
12 0°01765 53°45 90 
13 0°01573 59°97 pure 
14 0-01655 57:00 commercial 
14 0°01572 60:00 commercial 
15 0°01528 61°73 soft, pure | 
15 0°01565 60°27 hard, pure | 
16 0-0243 
16 0°02386 
16 0°:01959 | 


1. Matthiessen. Resistance of one metre of annealed 
copper wire of 1 mm. diameter, at 0° C., is 002057 
ohms. Hard wire, 0°02104 ohms. From Uppenborn’s 
Kalendar. In the first two values the ohm is assumed 
equal to 10615 Siemens units, as that is used through- 
out the book. In the second two the B.A. unit is 
taken, it being most probably the one understood. 

2. Matthiessen. One mile of pure copper wire 
zsth inch diameter, at 155° C., bas 13°59 ohms. The 


ohm is assumed to be the B. A. unit. From the report _ 


of the British Association Committee on Electrical 
Standards, 1873. This value is employed in the table 
calculated by Mr. Prescott and published in the 
Electrician and Electrical Engineer, June, 1885. 

3. Matthiessen. Pure copper as compared with 
mercury: soft 00162 Siemens units, hard 0:0166 
Siemens units. This, no doubt, means at 0° C. 

4. Matthiessen. One metre of pure copper wire of 
one gram weight, at 0° C., has 01469 ohms, sp. gr. 8°95. 
The ohm is assumed to be the B. A. unit. Another 
value given is the resistance in absolute units, equal to 
1642. These values are quoted by Maxwell and Kohl- 
rausch. 

5 Kohlrausch. Pure, soft copper has a conductivity 
at 18° C. equal to 54 approximately, as compared with 
mercury at 0°C. The ohm is given as 1:06 Siemens 


units. 
54892 
6. Pure copper wire, per mile at 60° F., has —-- 


ohms. The ohm is assumed tobe the B.A. unit. d is, 
no doubt, the diameter expressed in mils or thousandths 
of an inch. 

7. One metre of soft copper wire of one square mm. 
cross section at 0° C. has 0°01526 ohms. Hard copper 
001563 ohms. From Uppenborn’s Kalendar. The 
ohm is taken equal to 10615 Siemens units. Pure 
copper is no doubt meant. 


8. Taken from Sidney B. Paine’s table, published in 
many price catalogues. 1,000 feet of No. 16 pure copper 
wire at 75° F. with a diameter of 0°050820 inches, has a 
resistance of 4:179 ohms. The ohm is assumed to be 
the B. A. unit. 

%. Taken from a table published in the London 
ELECTRICAL REVIEW, November 3rd, 1883. One metre 
of No. 16 pure, soft drawn copper wire with a diameter 
of 0-064 inches at a temperature of 15° C. has a resist- 
ance of 0:00824 ohms. The ohm is assumed to be the 
B,. A. unit. The same author states that the best wire 
used in practice has a conductivity of 98 per cent. of 
this value ; while ordinary good wire has only 95 per 
cent. Both these values are given. 

10. Commercial copper wire, one metre long, and 
one square mm. cross section at 15° C. has 0:0166 ohms. 
Uppenborn’s Kalendar. The ohm is assumed to be 
equal to 1:0615 Siemens units. 

11. Quoted as being used in the Siemens factory. 
One ohm is equal to 48:5 metres of copper wire of 
one mm. diameter, at 0° C. The same author gives the 
ohm equal to 10493 Siemens units. This value was 
used in the reduction. Commercial copper is 
assumed. 

12. From London Electrician. 100 yards of pure 
copper wire of d inches in diameter, has a resistance of 
0003118 0-003185 
«ohms. 98 per cent. copper has—~ 


ohms. 90 per cent. has Bd ohms. The ohm is 


assumed to be the B. A. unit. The values are assumed _ 


to be at the ordinary temperature of 20° C, 

13. From London Electrician. 1,000 feet of pure 
copper wire with a diameter of 0°12849 has 06259 ohms. 
The diameter is assumed to be in inches, and the tem- 
perature to be about 20°C. The ohm is assumed to be 
the B. A. unit. 

14. Hesse, one of the largest manufacturers of copper 
wire in Germany, guarantees his wire to have a con- 
ductivity of from 57 to 60. This is said to be above 
the usual values. 

15. One metre of soft copper wire of one sq. mm. cross 
section, has 0°01526 ohms. Hard copper, 001563 ohms. 
The ohm is assumed to be equal to 1:0615 Siemens 
units. The wire is assumed to be pure and at 0° C, 

16. Three different values determined by Weber in 
Munich, of copper from different sources to show the 
variation. The last one is from Hesse, Germany. They 
are quoted as specific resistances. 

Representing the specific resistance as given and 
defined in this table, by 0, the following formule will 
enable one to calculate either the resistance in legal 
ohms, the length, or the size of a copper wire, any 
two of the factors being given. 

Let 

R = the resistance in legal ohms. 

L = the length in feet. 

1 = the length in metres. 

D = the diameter in inches. 

d = the diameter in millimetres. 

A = the cross section in square inches. 

a = the cross section in square millimetres. 

The temperature is assumed to be 0° C. unless othev- 

wise stated. 


R = 0004724 xs 


_ 10 

a 

= 0006015 

n= 1273 

L= 1662 
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Rad 
D = 02453 
d = 1:128 


a = 0004724 
R 


a= 10 
R 
The temperature correction may be introduced into 

the equation, but it complicates it considerably. The 
most convenient way to correct for temperature is to 
calculate the resistance at zero first and then correct by 
means of the formula— 

R, = R, + R, ¢ 0:0037 


in which ¢ is in centigrade degrees. For reducing 
from a high temperature to zero, the following may be 


used : 
R, = R, — R, ¢ 0:0037. 

Neither of these are absolutely correct, but are near 
enough for all practical purposes. ; 

Assuming as a mean value of @ for ordinary good 
commercial copper 00162, and assuming a mean tem- 
perature of 20° C., equal to about 68° F., the above 
formule may be still further reduced to the following— 


— R29 L 
10,000 A 
r= 0174 

A 

L 
R =°105 10,000 b? 

R = 0222 
L = 95500. R D? 

L = 122000.R A 
1 = R d? = approx. 
Ra 
D = -00324.4/ 
d= 149a/ 
vi 

a = ‘0174 
R 


By taking the specific resistance at 0:0157 which, 
from the table, is seen to be still above many values 
given for pure soft copper, and therefore will not fall 
much below that of good commercial copper, the third 
one of the above formule reduces to the very simple 
and convenient form, 

B=. 
100,000 
if the temperature is taken at about 60° F. 

Furthermore, if the diameter is taken in mils., the 
formula reduces to the following form, which could 
hardly be simpler, namely : 


L 
R= 10 


in which R = resistance at 60° F. in legal ohms. 
L = length in feet. 
D = diameter in mils. 

The resistances obtained from this formula will be 
slightly lower than those given in the tables of 
Prescott and Paine, because the temperature is taken 
lower, in order to reduce the constant to 10. If they 
are reduced to the same temperature they will be very 
little higher than those of Prescott and somewhat 
lower than those of Paine, 


ELECTRIC LIGHT ENGINES AT THE FIRST 
AVENUE HOTEL, HOLBORN. 


THE Engineer publishes engravings of one of a pair of 
“Invincible” compound Woolf engines, erected at 
First Avenue Hotel, Holborn, by Messrs. John and 
Henry Gwynne, Hammersmith Ironworks, to provide 
motive power for the electric lighting of the whole 
building by incandescent lamps, and remarks: “ This 
installation is at this date probably the most perfect 
and successful yet carried out by private enterprise. 
We are now accustomed to the electric light in public 
buildings and large dining halls, but we believe that 
at the Avenue Hotel the incandescent lamp was first 
introduced to private apartments and bed rooms. The 
electric current is provided by two dynamos of 
Ferranti type, each driven by its own engine, with- 
out countershafts, and with two broad bands from 
wrought-iron pulleys on an extension of the crank 
shaft. We understand that the number of lamps within 
this hotel building is over 1,000. 

“The engines are designed to run up to 300 revo- 
lutions per minute, and each is capable of indicating 
120 horse-power, with 100 lbs. steam. The steam cylin- 
ders are 11 inches and 17 inches diameter, with 13 inch 
stroke. Steam is provided by two very fine steel 
boilers, built by Messrs. Adamson ; their diameter is 
7 feet ; length, 27 feet ; and daily working pressure, 
100 lb. per square inch. One boiler usually supplies 
steam to both engines. The exhaust steam passes 
through a large feed-water heater before going to waste. 
The heater also serves to deaden the beat of the 
engines, but as the steam is well expanded the noise of 
the exhaust is slight. During the evening both 
engines work together, aud in these dark days one 
or other is constantly at work during the 24 hours. 
Under present arrangements the speed required of 
these engines is only 180 to 200 revolutions per 
minute. 

“ Since the opening of First Avenue Hotel, over two 
years ago, not the smallest mishap or breakage has 
occurred, and no stoppage of machinery has ever been 
caused by any fault whatever in the engines. During 
the early days of the installation, before the wiring 
had been perfected, the engines were most severely 
tried ; more than once when making 280 revolutions 
per minute they were suddenly brought to a standstill 
with full steam on, and to-day they work as smoothly 
and perfectly as when first started. This result has 
been secured partly by very careful designing, and for 
the rest by putting in workmanship and material as 
perfect as the must fastidious can desire. Indeed, the 
most casual examination of the engines reveals careful 


.and independent thought. 


“The moving parts are the fewest possible for a 
compound engine, consistent with an economical dis- 
tribution of steam. The surfaces are most abnormally 
large—some engineers might say absurdly large—but 
Messrs. J. and H. Gwynne are probably well able to 
judge as to the requirements of this class of engine. 
All the moving parts are of steel; the fly-wheel discs 
are forced on the crank webs, then balanced by exact 
experiment. The plan of connecting two piston rods 
to one crosshead and using one connecting rod only is 
not novel, but in these engines the arrangement has 
been carried out in a very workmanlike manner. 
Nevertheless, the connection has more than once been 
dubbed ‘unmechanical’ by critics, ‘and sure to give 
trouble.’ The initial load is obviously far from equal] in 
both cylinders ; the average load may be equal, in prac- 
tice it is seldom equal, and constantly varies with the 
total load. Messrs. J. and H. Gwynne do not advance 
the design as suitable for large engines, but in engines 
like those under notice and a series of smaller engines 
of the same type made at Hammersmith, every neces- 
sary provision is made to avoid trouble from unequal 
loads in the cylinders. 

“ Messrs. Gwynne tell us a rather amusing story 
bearing directly on this point. The engines at the 
First Avenue Hotel are called Nos. 1 and 2. The 
erector who put both engines in place at the hotel 
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particularly fancied No. 2 because he had put together 
the parts of No. 2, while another man had performed 
this office for No.1. Both engines were duly started, 
both worked very well indeed, but the erector would 
have it that No. 2 worked more smoothly than No. 1, 
and granting a difference, No. 2 was really the better. 
No. 1 was indicated and diagrams found all right. 
Three months elapsed before diagrams were taken 
from No. 2; the high-pressure cylinder gave a straight 
line and the low-pressure cylinder proved to be giving 
all the power which the engine developed. The high- 
pressure slide of erector’s favourite, No. 2, owing to a 
most trifling oversight, did not reach its face, and for 
three months the low-pressure cylinder did all the 
work. So much for the critics.” 


MUIRHEAD’S IMPROVED CABLE DUPLEX 
SYSTEM. 


Ir has been found practicable to establish and main- 
tain a balance on short cables (up to 500 miles) with- 
out using the bridge wires by merely adjusting the 
capacity of the condensers, C, and C,, relatively to 


earth. To one of the two condensers, say C,, is attached 
another and supplementary condenser, C;, which is sub- 
divided into small parts; and inserted between one termi- 
nal of it and one terminal of C,, is a set of coils, marked, 
H, R, in the diagram, of high resistance (say of from 
1,000 to 200,000 ohms); the other terminal of C,, is 
connected by a simple wire with the corresponding 
terminal of C,,as shown. In effecting the balance, the 
artificial cable, A, L, is first of all made electrically 
equal to the cable, c. The condensers, C, and C,, are 
then inserted, and their capacities adjusted by means 
of a subdivided condenser, C;. After obtaining in this 
way the nearest balance, a slight increase is made in 
the capacity of C,;, say by ‘1 microfarad, and by trials 
the amount of resistance required in the resistance 
coils, H, R, is ascertained. This produces a flow of 
charge in the circuit of C, and C;, together equal to that 
flowing into the condenser, C,. 

By way of illustrating and explaining this improved 
method of balancing, the conditions required in balanc- 
ing one of the above-mentioned Mackay-Bennett cables 
may be mentioned; they are as follows :—On the 
northerly of the two main cables, C, is equal to 120 
microfarads, C, to 120 microfarads, C,; to *15 micro- 
farad, and the resistance in H, R, 107,000 ohms. In 
this case, the combination of the small capacity in 


Cable 


Arti ificial Cable 


E 


Ballery 


each other. But Mr. Muirhead has since discovered 
that on very long cables such as those recently laid 
between Canso in Nova Scotia and Waterville in 
Ireland (the Mackay-Bennett Cables), that it is insuffi- 
eient and extremely difficult to effect and maintain in 
practice a sufficiently close balance by merely having 
the condensers, C, and C, (sending condensers), adjusted 
for capacity. In order to effect a balance sufficiently 
exact for the purpose of obtaining the greatest possible 
speed of working it is necessary not only that the capa- 
city of the condenser, C,, placed between the key, K, 
and submarine cable, C, should be of the required ratio 
to that of the condenser, C,, between the key and the 
artificial cable, A, L, but also that their times of charg- 
ing and discharging should be the same. 
' As it is practically impossible to construct or build 
up a number of sets of large condensers, even out of 
exactly the same materials, so that their rates of absorp- 
tion of charge shall be the same throughout, Mr. Muir- 
head resorts to the following device, which is shown 
in the fig. 
A rheostat, Rh, of low resistances (} ohms) is inter- 
posed between the signalling key, K, and the condensers 
Cc, and c,. The cable, 0, and the artificial cable, A, L, 
are connected with these condensers in the manner 
shown, and a condenser, 0,, and receiving instrument, 
R, are inserted in the circuit between the real and 
artificial cables. 3B represents the battery, and E the 


C;, with the resistance of the coils, H, R, produces a 
flow of charge of slower rate, which, superposed upon 
that of the condenser, C,, produces the same effect upon 
the differential arrangement as the charging and dis- 
charging of the condenser ¢,. 


ELECTRICITY IN WARFARE.* 


(Continued from page 519.) 


Within the past three years, the superiority of the incandescent 
electric light over all other lights for ship use has become more and 
more evident, and nearly all first-class merchant steamships 
launched, and all men-of-war, are fitted with electriclights. In men- 
of-war, this light has even more advantages than in merchant ships, 
by reason of its safety in illuminating magazines, shell rooms, tor- 

o store-rooms, etc.,and the ease and speed with which it can be 
used in signalling at night. 

For some time the electric light was declared unsuitable for 
naval use, the reason being urged that if the wire carrying the 
current should be shot away in action; the whole ship would be 
plunged into darkness, and that the same thing would happen if 
any accident should befal the dynamo generating the current. 
The answer to this very sensible criticism is that—Ist: different 
circuits must be arranged for different parts of the ship, so that an 


* Lecture delivered before the Franklin Institute, November 
13th, 1885, by Lieut. B, A. Fiske, U. 8. Navy. ; 
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accident in any part of the ship will affect that part only; 2nd: 
that the wires carrying the current must be arranged in duplicate, 
so that even in case one wire is shot away, the lights will burn as 
brightly as ever, since the other wire remains, and is of sufficient 
size to carry all the current ; 3rd: it is very easy to repair a break 
in a copper wire, even if it be shot away, the only thing necessary 
being to bridge over the break by a wire a few inches long, whose 
ends can be clamped, spliced, or even twisted on to the broken 
conductor on each side of the break. As to the danger to be feared 
from accident to the dynamo and engine, this can be ed 
against in two ways—Ilst: by placing the dynamos and engines in 
a place as well protected as that occupied by the main boilers and 
engines of the ship, preferably near the engines, below the water 
line, and under a protective deck, and this place should be pro- 
vided in laying down the original plans of the ship; 2nd: by not 
placing dependence on one dynamo and engine alone, but by 
dividing the total work among three or four, so that in case of 
accident to one, the ship will have the benefit of all the others. 
To this end, all the dynamos should, of course, be of the same 
electromotive force, and feed into the same mains, from which all 
lamps draw their supply, and which are fed by feeders from the 
dynamos at different points, so that accident to the mains in one 
part of the ship will affect that part only. 

But it is the arc light, used as what is called a search light, that 
is most valuable in warfare ; a search light being simply a very 
powerful arc light, so arranged with a catadioptric mirror, that it 
throws out a very concentrated beam of light, and so mounted 
that this light can be cast in any desired direction, and made to 
illuminate any locality which it is desired to inspect. I believe 
the first use made of search lights was in the siege of Paris in the 
Franco-Prussian war, when the French employed them to discover 
the operations of the be.eiging army at night. Their value, from 
a military point of view, was so evident that other nations took the 
hint and introduced them into their military and naval services. 
Since then, their use has been extending, more probably for ship 
use than for use on shore, though they are also employed consider- 
ably in forts guarding the approach to harbours, to watch for the 
approach of hostile fleets, torpedo boats, or countermining expedi- 
tions at night. 

For the use of an army in the field, search lights are mounted 
on suitable wagons, together with portable helio and engines, 
so that they can be taken on the march, moved to any part of the 
field, the top of a hill for instance, and employed at night when- 
ever desired. It is clear that a search light might often be very 
useful in doing such work as searching for wounded after a battle, 
examining the nature of the ground in a comparatively unknown 
country, watching the enemy when a surprise might be antici- 
pated, guarding against a sortie from a beleagured fort or city, 
etc., on many occasions, in fact, when the darkness of the night 
might be a hindrance to the operations of any army or an element 
of insecurity. 

On board men-of-war, the principal use of the search light has 
been in watching for the attack of torpedo boats; but the experi- 
ments in Bantry Bay last July showed that it was often useful in 
detecting the approach of hostile ships, in aiding the sighting of 

uns at night by bringing the target out clearly, and in embarrass- 
ing the operations of a torpedo boat or ship in trying to force a 
passage up a channel, by dazzling the eyes of the enemy one 
instant and leaving them in total darkness the next. 

It was related that in Africa some three years ago an attack on 
a fort was frustrated by a single search light. The barbarians 
advanced to the assault brave and determined, under cover of 
darkness, but were suddenly terrified by finding -themselves en- 
veloped in an awful and miraculous light which turned night into 
day. Halting for an instant, they covered their eyes to shield 
them from its dazzling whiteness, then suddenly turned and fled 
in panic. 

But even had they not been barbarians, even had they been 
trained soldiers of a highly civilised people, how bewildered they 
would have been to find themselves suddenly in such a brilliant 
light that their eyes were blinded so that they could not see to 
pick their way; and then, ina few seconds, just as the pupils of 
their eyes had contracted under the influence of the light, to find 
themselves suddenly in total darkness ! 

Such alternations of dazzling light and black darkness would 
render the march of an attacking force over a broken country 
toward a fort a very difficult undertaking, for it should not be 
forgotten how dependent we are upon our eyes, for our most 
=" actions, and how much our eyes assist us, even in the 


It may be pointed out here, that the search light, like all other 
military instruments, must be used with judgment. It should 
not be used, for instance, when it is important to keep your posi- 
tion secret from the enemy, unless the advantages of observing 
him outweigh the disadvantage of disclosing your own position, or 
unless you can immediately extinguish your light, and change 
your position. In order to use the search light effectively on 
board ship, there should be four on each side of the ship. 

Search lamps are of much higher power than any other lamps 
that have ever been made, and the effect of the white cylinder of 
light, as it touches up the different points of the land or sea over 
which it is made to rapidly pass, is striking and beautiful in the 
extreme. The people of Philadelphia may remember the naval 
search light with which I used to illuminate the city last autumn, 
and do not have to be assured of its power and beauty. The best 
idea that I got of its illuminating effect was got one night when I 
went to the tower of the Pennsylvania Railroad depot, and 
watched the light stationed at the Electrical Exhibition building 


on Thirty-second Street. The ray of light, when turned at right 
angles to my direction, looked like a silver arrow going through 
the sky, and when it was turned on me, I could read the fine print 
of a railroad time-table at arms’ length. 

For signalling at night, incandescent lights and search lights 
have both been used, the search lights being employed to reach 
long distances, or to reach points hidden by hills or other inter- 
vening objects. In using the search light in this case, the beam 
is thrown into the sky, and signals are made by showing long and 
short flashes, or by interrupting the beam in accordance with any 
preconcerted code. Flashes from the search light which I had at 
the Electrical Exhibition last autumn were seen from a distance 
of thirty miles. . 

In using incandescent lamps for a signalling, the simplest 
way is to arrange a keyboard with keys marked with certain 
numbers, indicating the numbers of lamps arranged in a promi- 
nent position, which will burn while that key is being pressed. If 
it be desired to signal the number 5,348, for instance, meaning, let 
us suppose, “ Prepare to receive a torpedo attack,” it is only 
necessary to press in succession keys marked 5, 3, 4, and 8, and 
the light of 5, 3,4, and 8 lamps will successively blaze out and 
expire. Other codes, of course, can be used; the Morse code, for 
instance, in which a dash can be denoted by two lamps and a dot 
by one. One lamp could, of course, be used, the dot being 
denoted by a short flash and adash by a long flash; but it is 
found best, practically, not to use time intervals in optical tele- 

aphy. 
or rhectric lights have been used considerably of late in photo- 
graphing the bores of great guns. Views can thus be obtained 
of any part of the bore, showing whether the gun has been accu- 
rately bored and rifled, and showing how the metal is standing 
the erosion of the powder gases. 

One of the needs arising in modern warfare is means for 
handling heavy ordnance with speed and precision, and for 
bringing up ammunition. Guns, carriages, and ammunition have 
increased so much in weight, that it has become more difficult to 
handle them quickly than it used to be, and yet the speed of ships 
has so increased that there is more necessity for handling them 
quickly. The electric motor will certainly be used for handling 
ordnance on board ships not very heavily plated with armour, for 
it is clear that a small wire is a much more convenient way of 
conveying energy toa motor of any kind, and is much less liable 
to injury in action than a comparatively large pipe for conveying 
steam, compressed air, or water under pressure ; and, besides, the 
electric motor is the ideal engine for work on board ship, by 
reason of its smooth and silent motion, its freedom from dirt and 
grease, the readiness with which it can be started, stopped and 
reversed, and its high efficiency. 

In forts, Col. Hamilton, U. 8. A., says that heavy guns must be 
worked by dynamo-electric machinery, since some other power 
than manual power must be employed, and since electricity is 
better than steam, compressed air, or water under pressure, because 
it can be conveyed from a central source by a single wire. Now, 
in forts, it is clear that the dynamos for search-lights and incan- 
descent lights, and for generating power for the electric motors 
for handling the guns, could be placed in a well-protected spot, 
and the wires leading therefrom could pass to the guns through 
underground pipes, where they would be well protected from pro- 
jectiles, and the guns could be pointed in any desired direction 
with speed, silence and precision, by the simple turning of a lever 
or the moving of a switch. 

It is probable that, in the near future, every man-of-war and 
every fort will be fitted with a complete “ electrical system,” well 
protected from projectiles, which will include dynamos capable of 
supplying a very large amount of electrical energy to a system of 
mains, from which all the incandescent lights, all the search- 
lights, and all the motors of different sorts can draw the supply 
of energy requisite for their needs. 

Electrical launches have been tried abroad to some extent, and 
with results which—though not completely satisfactory—give 
promise of success in the future. These boats are propelled in 
the same way as other boats—that is, by a propeller revolved by 
an engine—except that the engine is an electrical, instead of a 
steam engine. The electrical engine draws its power from what 
are called storage batteries carried in the boat. These storage 
batteries are first charged by a dynamo ashore or on board ship, 
and then are capable of rendering up to the motor the electrical 
energy stored in them, so that the motor is made to revolve, and 
thus cause the revolution of the propeller and the advance of the 
boat through the water. These electrical launches have carried 
hundreds of people, and have made a speed of about eight knots 
per hour, and the electric engine has worked perfectly well; but 
there has been considerable trouble with the storage batteries. 
Now, these storage batteries are improving every day, and as 
their defects do not seem irremediable, and as a great number of 
electricians are devoting study and experiment to them, we may 
hope that storage batteries will soon be efficient and durable. 
This done, the electrical launch will certainly replace the steam 
launch in warfare, by reason of the quickness with which an elec- 
trical launch can be got ready, as there are no fires to be lighted, 
and, above all, by reason of the noiselessness of the electro-motor, 
and of the fact that in an electrical launch no flame ever flares up 
above a smoke pipe. With steam torpedo boats this flame fre- 
quently betrays them—that is, if the noise of the exhaust has not 
already done so. In using electrical launches in warfare, two sets 
of storage batteries will, of course, be necessary, so that one set 
can be replaced by another, and used while the first set is being 
sochenged. 
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A novel application of electricity has recently been made in 
what have been named “ electric sights.”” It is well known that 
it is difficult to get a sight at an object in the dark—first, because 
the object itself cannot be distinctly seen, and, second, because 
the front sight of the gun cannot be distinctly seen. Now, 
Mr. Gaston Saat has recently invented an electric sight no 
larger than the ordinary front sight of a musket, which consists 
simply of a filament of fine wire in a glass tube, covered with 
metal on all sides save at the back. It looks much like an ordi- 
nary sight, except to a man looking along the barrel towards the 


back of the lamp, but a man so looking sees a fine incandescent — 


wire. The bettery is said to be no larger than a man’s finger, and 
to be attached to the barrel near the muzzle by simple rubber 
bands, so arranged that the act of attaching the battery to the 
barrel automatically makes connection with the sight, and so 
arranged, also, that the liquid of the battery is out of action 
except when the musket is brought into a horizontal position for 
firing. 

To. throw a good light upon the target, the same inventor has 
devised a small electric lamp and projector, which is placed on the 
barrel near the muzzle by rubber bands, the battery being held at 
the belt of the marksman, with such connections that the act of 
pressing the butt of the musket against the shoulder completes 
the electric circuit, and causes a bright cylinder of light to fall on 
the target, thus bringing it out into strong relief, and enabling 
the marksman to get as good a shot as in the daytime. 

An application of electricity coming somewhat into use abroad 
in continental armies is in connection with ballooning, which has 
received there the benefit of considerable attention and experi- 
ment. It is well known to all here that balloons have been much 
used for observing the movements of the enemy from a distance, 
and now it is reported that not only have balloons been success- 
fully fitted with telephones, for communicating at once to people 
on the ground the nature of the information gathered, but also 
with small search lights, by which the ground can be illumined 
for a considerable distance at night, and the enemy’s manwuvres 
discovered. Incandescent lamps have also been sent up in small, 


translucent, captive balloons, and under small ordinary captive 
balloons, and signals have been transmitted to a distance by 
making and breaking the current according to a preconcerted 
code 


Yet another way in which electricity will undoubtedly be used 
in any future war between civilised Powers is in submarine boats, 
or boats which go beneath the surface of the water, to attack 
ships below the water line. Though it connot be said that sub- 
marine boats have ever yet been successful, still, submarine boats 
are being improved, and men have always been found willing to 
risk their lives in them. Some have been devised of late years, in 
which the propelling power is electricity derived from storage 
batteries. 

In submarine diving the telephone has been used with success 
in maintaining constant communication between the diver and 
his attendants above water; and the incandescent lamp, suitably 
protected, has also been lowered into the water to light him at his 
work. Submarine diving will certainly play a part in future 
wars, the diver descending to cut an enemy’s torpedo cables, or to 
inspect or repair damages to submarine mines or to ships. 

Progress is now beginning on what have been christened “ elec- 
trical guns,” in which the cartridge contains an electric fuse, 
which is ignited by pressing an electric push-button on the gun, 
instead of containing the ordinary percussion primer, which is 
struck by a hammer or bolt when the trigger is pulled. At present 
this invention has not reached the practical stage, and the 
necessity for a battery to fire the cartridge is decidedly an objec- 
tion. Yet we should remember that the battery required is very 
small, that it needs very little care, and that it will last a long 
time. We should also note that an electric gun possesses the 
great advantage that a better aim can be got with it than with 
one fired by a trigger-hammer, for the reason that the hard pull 
of a trigger causes a movement of the barrel, except in the hands 
of the most highly skilled marksman. Now, this hard pull of the 
trigger is a necessity, since the hammer or bolt must have con- 
siderable mass in order that it may be strong enough to strike the 
primer with sufficient force to explode it, and having considerable 
imass, it must have, necessarily, considerable inertia, so that it 
needs a deep notch in order to hold it firm at full cock when 
jarred, and this deep notch necessitates a strong pull on the 
trigger. But with an electric gun the circuit closing parts can be 
very small and light, and can be put into a recess in the butt of 
the gun out of the way of chance blows, so that when it is desired 
to fire, a very light pressure of the finger is all that is needed, 
and yet, from the small inertia of the parts, a sudden shock will 
not cause accidental closing of the circuit and firing of the gun. 

We have now taken a running survey of the uses of electricity 
in war, and we find that they include nearly all the uses to which 
electricity can be put. Warfare now means more than the mere 
handling and provisioning of troops and ships; it means, in addi- 
tion, the intelligent employment of scientific instruments. Par- 
tieularly is this the case with naval warfare, for a modern ship, 
considered as a whole, is, in itself, the most elaborate, complicated, 
and powerful machine existing. 

Science has made warfare a greater thing than scientists them- 
selves foresaw, for it has put into the hands of our naval and 
mili commanders weapons surpassing in power and length of 
reach the fabled weapons of mythology. Yet our wonder and 
admiration at what has been accomplished pale before our 
wonder and admiration at what will surely be accomplished. 

is marching with rapid steps. Looking forward to the 


future with the light the past affords us, we see the promise of 
great things to come. Let us welcome each new triumph of the 
discoverer and inventor, and take advantage of every resource 
that science can suggest. War is a sad necessity, but it comes 
seldom to a nation known to be prepared. Let us thoroughly 
prepare ourselves. Then, if war does unfortunately come, we 
need not fear the issue. 


THEORY OF THE WIMSHURST INFLUENCE 
MACHINE.* 


Writine in the English Mechanic, Mr. F. Taafe, of Roscommon, 
remarks :— 

Mr. Wimshurst has added to the debt of gratitude many of us 
owe him, by kindly communicating the theory of this machine as 
furnished to him by Mr. A. J. Walter, LL.B., and his having pro- 
cured the opinion of this gentleman proves his desire to fully 
elucidate the matter. Thus, I do not think he will consider me 
captious if I direct his attention to some little facts not quite con- 
sistent with the theory of Mr. Walter. This theory is “ that 
assuming an insulated sector, carrrying a charge of + E, to come 
opposite another sector in contact with a brush, the + & is re- 

lied from the sector in contact, and — £ is held bound.” So 

ar this seems indisputable ; but where does the repelled + E go 
to? Mr. Walter thinks to the brush at the opposite end of the 
neutralising rod. Why go there in particular? The plates being 
neutral, at first have no attraction for it. The rod is not insu- 
lated, and the repelled + © may turn in through the spindle and 
be lost in the frame, or may go along the rod of the other plate to 
a brush where it is not wanted, and where it would certainly set 
up an adverse excitement. Does our experience of high-tension 
electricity lead us to think it so obliging? No. Besides, what if 
there be no connection between the brushes at all—will the 
machine work? Yes; evenif the brushes do not touch sectors 
on opposite parts of the plates at the same time. All that is 
wanted is “ that the brushes afford free passage to electricity to 
come and go as it will.” This, Mr. Wimshurst’s arrangement 
does effectively. It is symmetrical in appearance, easy of adjust- 
ment, and hard to beat; but it is not a necessity. 

Of course, in making these statements I may be supposed to 
have the proof before me, and I have. Living in the West of 
Ireland, it would be useless to offer it for inspection; but I can 
describe the machine for others to construct similar ones, and to 
contradict me if I am wrong. 

The machine has 24 in. discs of common window glass. There 
is no spindle through them ; they are not bored; they are set on 
independent axles on separate standards, they work in deep slots 
cut in the standards and have driving pulleys external to the 
standards, so that a driving band can be slipped off and a plate 
taken out ina moment. This allows the standing plate to have 
its = fully examined. The brushes are attached by stout wire to 
the mahogany frame, but have no metallic contact with each 
other; they do not touch opposite sectors at same time. The 
machine in this condition is before me, and is in full working 
order. I think the theory is not far to seek, and requires no 
knowledge that is not 40 years old. In giving it I must state 
much of what is already known ; but I think I shall state nothing 
that is not easily comprehended and easily proved. 

On removing the conductors and turning the handle a few 
times, a drag is felt. The plates seem to encounter some resist- 
ance, invisible but there. Several hands being held near the 
plates, the drag is reduced, and sparks fly freely from certain 
parts of the plates, while other parts of the plates seem devoid of 
electricity, thus the plates would appear to be divided electrically 
into four segments marked by the four brushes. The top and 
bottom segments seem to have no electricity while the right and 
left segments have plenty. Reverse the handle, the machine 
works again ; but this time the segments are reversed, the top and 
bottom segments giving sparks, the lateral segments giving none. 
Remove the back plate and examine the front plate with the 
knuckle ; it gives a small spark from every sector not in contact 
with, or quite near to,a brush. Examine with charged electro- 
scope, the plate seems electrically divided not into four segments, 
but into two semi-circles marked by the two brushes of the plate. 
The left shows, say, — £, the right + £. (This is not always the 
order.) On replacing the removed plate and again working the 
machine, we now remove the front plate and examine the back 
one. The shape of this plate is the same as the front plate 
exactly. The right and left semicircles hold the same electricity 
as the right and left semicircles of the front plate. Whence come 
the dormant segments! It is clear that the semicircles must 
overlap, as the brush rods cross and the electricity is bound in 
this overlap, as Mr. Wimshurst states, and as we can prove by a 
proof plane and electroscope. 

Thus, no matter how we turn the handle, there are two segments 
in which electricity is free, and two segments in which it is bound. 
From which segments does the electricity arise? To find this 
out we apply forked conductors to the free segments. The 
machine works still, but the handle drag is less while the con- 
ductors discharge. We then remove the conductors and apply 
them to the bound segments ; the machine at once ceases to act. 
What do we gather from this? That the electricity is developed 


*Practical hints on working the influence machine may be found 
in the Review for November 21st.—Eps. Exec. Rev. 
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by the bound segments which are thus the charging segments, 
and its potential is raised or lowered by the amount of electricity 
in the free or discharging segments. Now, what determines the 
position of these charging segments? The position of the 
brushes ; one rule is ever followed : the charging segment for each 
plate has that plate’s brush at the entrance, and the opposite 
plate’s brush at the exit. Mark this well. Now assuming a sector 
charged with + © to be coming out of the charging segment, it 
must pass a sector of the opposite plate, which sector is in contact 
with brush ; the sector in contact being free to dispose of its elec- 
tricity while the charged sector is insulated, the result must be 
that the + & of the sector in contact will be dispelled through the 
brush, and — E be held bound. The sector in contact with brush 
must be about to enter the charging segment, and when it does so 
it becomes in turn insulated and retains its charge of — 5. It 
passes on and effects a transient influence on such insulated sectors 
as it meets, until at its exit from the charging segment it in turn 
passes a sector in contact with a brush. Thisit inturns makes + 
and soon all the sectors of the charging segment become excited, 
and as they leave that segment they come charged into the dis- 
charging segments ; but as only one plate leaves that charging 
segment at either side, only one plate at either side can be charged 
by it. We must have the other charging segment excited to 
produce a general effect. Now, how is the other charging segment 
excited ? Mr. Walter’s theory would explain, but the basis of 
that theory is taken away. It is clear that asector cannot enter 
a charging segment without contact with a brush, and therefore 
cannot carry its charge beyond that brush; besides, the charge it 
would carry would be the wrong one, for, say the back plate comes 
down with — £, it is found to be + after passing the brush into 
the charging segment. How does this come about? Remember, 
no sector can get into a charging segment without being dis- 
charged. Let us examine the plates carefully with charged elec- 
troscope, stopping the machine and slowly setting it a-going. It 
will be found that if the machine be not self-exciting (its normal 
condition in my climate) and that we start the back plate at the 
top with a + charge, no sooner do the charge sectors come down 
near the brush of the lower charging segment, than the front 
plate, before neutral, shows + at its exit from that segment. 
Does not this clearly show that the + of the down-coming back 
plate drives back the + E of the up-coming front plate? and thus 
raises the + of the front plate at its exit from the charging 
segment. But here a brush is found on the opposite plate. Let 
the driven back + © but induce the sector in contact with that 
brush, and the next moment the induced sector passes into the 
charging segment insulated and the fort is taken. One half 
revolution of a plate can do this. 

Now the question arises, Has glass the capacity to have its 
electricity hunted to and fro over its surface without parting it 
to the air. It has, if smooth; but it does it slowly, and appar- 
ently with effort. Proof: Take two Leyden jar condensers; 


charge them to saturation for some time ; take them in hand, and . 


bring the outside foils together; then touch together the two 
brass balls connected with the inside. The jars discharge. Hold 
them together for a moment so that they may discharge thor- 
oughly ; then place them on the table or fender for half a minute. 
Try the same course with them again: they have recharged them- 
selves, and will do so again and again if there is much glass 
uncovered. The explanation is easy. The foil-covered glass 
could not carry all the £ sent to it. It spread over the uncovered 
glass, and when the foil-covered glass is emptied the & which 
was turned out comes back to the empty house; but remember it 
comes back slowly. This fact is material. 

Now we have got all the sectors charged to the same potential 
as the initial charge, less waste—no more, and if the action 
stopped here this beautiful machine would never have been heard 
of ; but the potential rises with surprising rapidity. How is this 
accounted for? A plate comes out of a charging segment carry- 
ing its feebly charged sectors, and in one revolution there is a 
blaze at the brush. It would take the aggregate electricities of 
all the sectors to make that blaze. Just so; that’s what happens. 
The aggregate electricity is all driven together. The sectors no 
longer play a first part; they become valets, and help the plates 
to doff and don electrical garments at each brush, for the 
electricity is driven along glass and sector by the force of the 
hand which revolves the plates past each other in defiance of the 
similar electricities which don’t wish to so pass. Any plate 
leaving a charging segment meets another plate coming in; both 
plates are similarly charged; what must happen? Each electri- 
city drives back the other, and the potential of each rises, for the 
supply is ever coming on from behind. This only makes the re- 
sistance greater, for each charging segment is turning out a plate 
charged up to its own potential, and that potential rises as the 
electricity is driven back on it. Whatis the upshot? The glass 
plates drag a certain amount of E past each other to the rakes, 
where they only too gladly turn into side channels; or if the 
charging segment be too small—that is, if the brushes be too close 
—the £ is driven back as far as the brush and escapes, when the 
potential falls in proportion to the escape, or if any aid, like a 
ring of moisture, assists the E to run along the plate faster than 
the plate travels, why the potential falls lower every moment, 
and the machine is reduced to its first puny induction efforts, 
which soon die out from leakage. All this may be tested by any- 
one making a machine without glass, or some such sluggish con- 
ductor, between the sectors. These may be placed on strips of 
glass set like spokes of a wheel. This machine will soon show 
how idle it was to ever suppose a little sector, with surface equal 
to a thimble, could by itself carry round one-third of the plate a 


static charge of electricity which would be anything but the 
merest moiety of what streams from it as it discharges the glass 
around it. ‘How is this?” says some electrician. “ If sectors 
are mere collectors at this stage, and that rakes discharge them 
for one segment, why won’t rakes discharge them for the other 
segment, and why need brushes?” Exactly so, sir; when the 
machine is in full excitement the brushes may be removed and 
rakes substituted. With these the machine works briskly. I 
only use the pointed wire carrying the brushes for this experi- 
ment. I can stop the machine to take off the brushes, and its 
potential will not fall too low to start the machine again. Of 
course, if the excitement is allowed to cool down to the puny 
sectorial induction stage, a rake distant half an inch cannnot 
neutralise a sector with the very feeblest little charge. 

Mr. Wimshurst remarks that the tension seems higher near the 
brush, as the sparks are greater there. This is owing to the dis- 
charged sector offering a place to the high tension 8, which is 
near it, and which leaps along the glass to the opened passage. 
The same thing can be seen if you cover your jars inside an inch 
or two higher than outside. This naked inch or two shows the FE 
at every discharge leaping along its surface, because it can’t go 
through the glass fast enough. 

Mr. Wimshurst says, that with very many sectors the machine 
is more self-exciting. 1 have not tried this; but I accept this 
statement as indisputable, and I can understand that when sectors 
are needed to spread or collect a feeble charge over the glass, the 
more sectors to help, the quicker the work ; but I shall be much 
surprised if the Leyden jars can show as high tension when the 
sectors are close enough to allow the glass to be dragged round, 
while the repelling electricities won’t pass each other, but leap 
the spaces between the sectors like phosphorescent squirrels in 
their revolving cages. That much light in the dark would ensue, 
and little work with the jars I would suppose to be the result. I 
have not tried it. 

In the foregoing I have spoken of glass as the material of the 
discs or plates, because glass was the material I used in my ex- 
periments ; but I have noticed exactly the same properties in 
ebonite when experimenting some years ago with the Carré 
machine. 


LEGAL. 


Otto v. Steel.—This case, one of great importance to 
those who have given attention to the manufacture of gas engines 
in this country, has been proceeding in the Chancery Division of 
the High Court of Justice for the last three weeks, and on Satur- 
day Mr. Justice Pearson gave his decision, establishing the case 
of the plaintiff. This result, it will be remembered, is the reverse 
of that given in the French Courts some three months ago in the 
ease of the Lenoir engine, which, as reported in the ExrctricaL 
Review at the time, was declared outside the Otto patents. The 
following summary of the case and report of the decision is taken 
from the Times :— 

The action was brought by Dr. Otto, of Deutz, near Cologne, to 
restrain Mr. Robert Steel of Leeds, from infringing a patent 
granted to the plaintiff’s agent in this country in the year 1876. 
The stakes are very large, and the action has been fought over 16 
days with the greatest skill and pertinacity by counsel, who num- 
ber among them men of the highest mathematical and scientific 
distinction, assisted as they were by expert witnesses of the 
greatest eminence in mechanics and physics. 

For the plaintiff appeared the Attorney-General (Sir Richard 
Webster, Q.C.), Mr. Aston, Q.C., Mr. Hemming, Q.C., Mr. Davey, 
@.o., and Mr. W. N. Lawson; for the defendant Mr. Moulton, 
Q.C., and Mr. J. C. Graham. 

Sir Frederick Bramwell, Mr. Imray, and Prof. Dewar were the 
principal witnesses for the plaintiff; and, for the defendant, Dr. 
Hopkinson and Mr. Dugald Clerk, a theoretical and practical 
mechanician, the patentee of a gas engine known in this action as 
the Sterne engine. 

The history of gas engines as illustrated only in this trial is like 
that probably of most inventions; it shows the result of the 
labours of a large number of minds in a succession of patents 
often ingenious and containing sometimes strange foreshadowing 
of future results, but which, nevertheless, from one cause or an- 
other, have generally proved abortive and in a few cases to have 
met with little success. The earliest patent before the Court was 
taken out by one Wright in 1833. That was followed in 1838 by 
Barrett’s patent, which was intended to work with one of the ad- 
vantages possessed by Dr. Otto’s engine in the form he prefers, 
and the form in which certainly nearly all his engines have been 
constructed—that is to say, by exploding the gas under compres- 
sion instead of as in the Lenoir and Hugon engines which pre- 
ceded Dr. Otto’s under atmospheric pressure, or something less. 
Dr. Otto himself had been working for years at producing an 
effective gas engine. In particular he took out a patent in this 
country about 10 years before his patent of 1876 for an engine 
which was used to some extent, and which has been called the 
shooter engine; he has also since 1876 patented some improve- 
ments. All these gas engines are worked, or intended to be 
worked, by means of an explosion of a mixture of gas and air 
taking place in a closed cylinder, by which means a large amount 
of heat is liberated and gives a great expansive power to the 
gaseous products of combustion and other gases not themselves 
chemically altered, such as the nitrogen of the air and any excess 
of air or dilution of the explosive mixture. The gases expanding 
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in this way act on a piston and drive the machine, just as hot 
steam drives a steam engine. Dr. Otto, in his specification, de- 
scribes three plans for making an engine, the third of which is 
the preferable one, and we will again describe its main features. 
In the first place it is a single acting engine—that is to say, the 
explosive push takes place at one end of the cylinder only, push- 
ing one side of the piston only, requiring, therefore, a heavy fly- 
wheel to take up the momentum and carry the machine not only 
over the dead points, but also for the whole of the in-stroke. In 
the second place this characteristic is exaggerated, because the 
engine is, so to speak, only a half-acting engine, for, in order to 
get compression in the manner he does, Dr. Otto has to sacrifice 
every alternate stroke and work with one explosion every alternate 
outside or every two revolutions of the fly-wheel, so that the fly- 
wheel has not only to carry the machine over a revolution and 
a-half, but in doing so to use up some of its momentum in com- 
pression. The machine thus works in a cycle of four operations, 
namely, two in-strokes and one out-stroke, the actual work done 
being the difference between the momentum taken in by the fly- 
wheel during the out-stroke when the explosion takes place in the 
fourth period of the cycle, as described below, and the momentum 
given out in the compression during the previous in-stroke, the 
third period of the cycle. The cylinder is of special construction, 
having a space at one end away from the fly-wheel which is never 
traversed by the piston, so that when the piston has arrived at 
the dead point after an in-stroke, there is a cavity in front of it 
of some three-eights of the whole of the internal space of the 
cylinder. To explain more clearly let us suppose the cycle to 
commence at that point of time when aiter an explosion the 
piston has arrived at the end of an out-stroke and is about 
to commence an in-stroke (the first period of our cycle of 
four periods); at that moment the cylinder is full of hot 
vapours or gases, called “residuum,” partly steam and carbonic 
acid (the two products of so much of the gas as was explosive), 
partly the oxygen in excess of what was required for the complete 
combustion of the coal gas used, and partly hydrogen. By the 
valve arrangement of the machine a vent is opened at that mo- 
ment, and during the in-stroke, the first period of the cycle, as 
much “residuum” as will go is let out, leaving only so much as 
fills at about atmospheric pressure the portion of the cylinder 
which is not traversed by the piston. During the first half of 
the second period, an out-stroke, air is let, or drawn in, by proper 
valve arrangement; and during the second half in a similar way 
an explosive mixture of gas and air is let in. At the end of the 
second period the full charge is in the cylinder. During the 
third period, an in-stroke, the machine is employed in bring- 
ing the piston head to the position in which it can be most 
effectively acted upon, and in compressing the charge ; this, 
of course, using up a portion of the energy of the machine. 
The charge is then fired by a jet of ignited gas turned into the 
mixture at the point where the air and gas have been let in; 
combustion takes place at first very rapidly, and afterwards 
more feebly, so that near the beginning of the out-stroke, the last 
period of the cycle, an enormous push is exerted on the piston 
head, which diminishes, doing work all the time, till by the end 
of the stroke the pressure has fallen to about that of the air, and 
the next cycle is about to begin. That form of engine is con- 
structed under Dr. Otto’s third plan. He describes as his first 
plan a form of engine in which there is no compression, in which 
there is no residuum left in the cylinder, and in which ignition 
takes place every out-stroke ; the air and explosive mixture being 
let in during the first half of the out-stroke and then fired, the 
work being done during the second half of the out-stroke, and 
without the thermo-dynamical advantage of compression. This 
form of engine differs from older gas engines in evidence in prin- 
ciple, in having some unexplosive air or gas let into the cylinder 
intentionally, in front of and separate from the explosive mixture. 
On this fact turned a great deal of the argument in the case. Dr. 
Otto’s second form of engine, a compression engine, in which the 
gases are compressed outside the working cylinder, is not fully 
described in his specification. Mr. Clerk’s engine, the Sterne 
engine which we shall have to refer to, is an engine in which 
compression takes place outside. Whether it comes within Dr. 
Otto’s principle has not been decided, for the action raised to 
determine that question was compromised. Though Dr. Otto’s 
specification is most skilfully drawn, and, considering the techni- 
cal nature of the document, easy to read, it would be out of place 
to do more than to say that in the usual way it describes in the 
first place what he conceived to be the nature and principle of his 
invention, then it describes his machines by reference to draw- 
ings, in a way intended to give sufficient directions to enable a 
skilled workman, without further instruction, actually to makean 
engine ; and, lastly, it contains a claim to the monopoly of four 
things—first, ‘admitting to the cylinder a mixture of combustible 
gas or vapour with air separate from a charge of air or incom- 
bustible gas, so that the development of heat and the expansion 
or increase of pressure produced by the combustion are rendered 
gradual substantially as and for the purposes herein set forth.” 
The second thing claimed was the “cycle” of operations appli- 
cable to the third plan for an engine; the third thing claimed 
was the admission valve and governing arrangement; the fourth, 
the machine as described according to the third plan. The de- 
fendant admitted infringement. The last two claims were in no 
wise impeached. The second claim was impeached on the ground 
of alleged pricr publication in England by the mere existence in 
the library of the British Museum of a copy of a treatise by a 
French engineer. That defence was dealt with in the course of 
the trial, and may be dismissed from consideration. The de- 


fendant’s counsel also allowed that Dr. Otto had made a most 
valuable invention, but sought to invalidate the patent on the 
ground that the first claim was bad in that Dr. Otto, as was 
alleged, thought he had discovered that which did not exist. 
Even if the defendant could have invalidated the patent on the 
first claim, of course it would have been open to him to disclaim 
and still protect his engines under the narrower claims. Dr. Otto 
brought a former action on his patent of 1876—the action of 
“ Otto v. Linford.” The defendant got a judgment in the Court 
of First Instance, but on appeal the court decided in favour of 
Dr. Otto, and the present defendant sought to rest that judgment 
in his own favour by the interpretation bis counsel put on the 
words of the Judges of Appeal, coupled with the fresh evidence 
on the scientific facts now adduced. Dr. Otto has also brought a 
third action of “ Otto v. Sterne,” the action referred to above, an 
action which was to have been heard together with this action, 
but was compromised. The contention of the defendant was that, 
according to the true construction of the first claim as explained 
by the body of the specification, the construction said to have 
been put upon the instrument by the Court of Appeal in “‘ Otto v. 
Linford,” Dr. Otto claimed to have between the explosive charge 
and the piston head what had been called a cushion of gases, im- 
pregnated with comparatively little combustible matter, which 
was said to have the effect of making the initial rise of pressure 
slower, and reduce the explosiveness and prolong combustion, 
whereas, according to the view of the defence, the mixture was 
comparatively homogeneous, rise of pressure rapid, and the ex- 
plosion great compared to that in old engines ; and, further, that 
even if there were any such heterogeneity of explosive powers 
over the inside of the cylinder a more rapid combustion would 
ensue on ignition than would be the case in a uniformly diluted 
mixture. It was asserted on his behalf that the admitted excel- 
lency of Dr. Otto’s machine and the valuable results were due— 
first, to his working with compression, which produces great 
thermo-dynamical efficiency, and was aimed at by old inventors, 
especially a patentee of the name of Million, and to the great 
dilution the compression enabled him to use ; secondly, certainty 
of ignition due in large measure to the application of the flame at 
the part near which strength in gas would lurk ; and, in the third 
place, to his excellent mechanical details and workmanship. The 
plaintiff’s counsel, on the other hand, contended that the true 
construction of the first claim was not that there was any ma- 
terial cushion between the piston head and the effective charge to 
act as a buffer in diminishing the great shock and prolonging the 
combustion, but that’ there really was in some way or other a 
shading-off of the strength of the explosiveness of the gases, so 
that the gas was certainly strong in combustibility in the region 
near ignition and weak elsewhere, and that the effect of this was, 
no doubt, to produce a rapid rise of pressure, which, however, was 
really sustained to a large extent by a prolonged burning, and 
that the enunciation of those facts was the fair interpretation of 
Dr. Otto’s words. 

Mr. Justice Pearson, in giving judgment, said he desired in the 
first place to thank, not only the counsel, but also the professional 
witnesses engaged, for the great assistance they had given him in 
supplying the Court with information that was required. He ap- 
proached the decision, he said, with considerable diffidence, 
because he had to deal with difficult questions of science. He had 
to observe that the validity of this patent was in controversy in 
the prior action of “ Otto v. Linford,” which went to the Court of 
Appeal, and the validity was upheld. It was true that inasmuch 
as the defendant Steel was no party to that action the decision 
was not binding on him. But in so far as the construction of the 
specification was in issue, as a Judge of first instance he was 
bound by the decision of the Court of Appeal. He did not mean 
tosay that in acase where the evidence before himself showed that 
the evidence given before the Court of Appeal was incorrect or in- 
sufficient he might not feel at liberty to depart from the decision 
of the Court of Appeal. Accordingly in this case, in respect of a 
certain objection against the validity of Dr. Otto’s patent on the 
pure construction of the patent, that Dr. Otto had not specified 
the proportion of residuum to be left in, he was bound by the 
decision of the Court of Appeal by these obligations to state the 
proportion, but upon the matters actually raised before him for 
the most part he felt not fettered by anything in ‘‘ Otto v. Lin- 
ford,” considering as he did that they were not raised in that 
case. His Lordship, after describing the Otto engine and its 
action, proceeded to say that the first objection raised, as he 
understood it, was that Dr. Otto by his first claim alleged that he 
had discovered how to place an incombustible mixture between 
the piston and the charge so as to alleviate the pressure and 
shock which would be produced if it were not there, and that there 
is not in fact anything like an incombustible mixture there. The 
next objection was that if the whole charge and residuum are 
taken together it is found that the mixture is heterogeneous, the 
claim was still quite wrong, because it says that the development 
of heat and the expansion or increase of pressure are rendered 
gradual, whereas it is said that what takes place is that there is a 
very rapid increase of pressure at first and afterwards not an in- 
crease of pressure but a decrease. His Lordship examined the 
explanation of the invention and the description of the machine 
contained in the body of the specification. Considering that the 
words employed by Dr. Otto were to be interpreted with reference 
to the whole document, he construed the meaning to be, nut that 
there was an absolutely incombustible body of gas or cushion 
between the piston head and the explosive part of the charge, but 
that the combustible particles were more or less dispersed 
throughout the whole charge, being stronger near the place of 
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ignition ; and also that Dr. Otto did not mean that actual pressure 
inside the cylinder was to be increased, as the charge burnt 
gradually, but that the decrease of pressure as the gas expanded 
and the piston did its work was to be lessened, and the pressure to 
some extent sustained by the more gradual development of heat 
that would take place in a uniform mixture. His Lordship then 
proceeded to analyse the evidence. It was very difficult, he said, 
to look inside a cylinder and see what took place there. He could 
only judge by such facts as were proved in evidence, and from 
them must come to the best conclusion he could. There were three 
sets of experiments to be considered. In the first place, there were 
the analyses by Professor Dewar. As far as he could judge that 
was the most satisfactory of all the experiments. Taking the 
three points at which the cylinder was tapped, the gas was of 
about the relative richness of 10, 7, and 5 per cent.—just about 
what might have been expected from Dr. Otto’s specification. 
Sir Frederick Bramwell and Mr. Imray’s experiments of a similar 
kind with the eudiometer corroborated this. His Lordship next 
referred to the experiments taken by Mr. Clerk with a platinum 
wire attached to the piston head, heated by an electric current, 
and the indicator diagrams taken from the Otto engine. These 
diagrams, his Lordship said, were so far from the normal diagram 
of the Otto machine, working under normal conditions, that he 
might put that experiment aside, except so far that it showed, if 
anything, that there was not homogeneity, but heterogeneity in 
the gases. Judging, therefore, as fairly as he could, he came to 
the conclusion that there really was heterogeneity. But Mr. 
Moulton had argued that if that were the case the plaintiff was 
merely using the residuum as a diluent, and that by putting in a 
stronger mixture behind the residuum he was reducing the 
strength of the whole mixture to that which was used in the 
Lenoir engine, and that the indicated diagrams showed that 
instead of there being a gradual increase of pressure in the 
cylinder during work there was great and rapid increase of pres- 
sure, and afterwards a decrease instead of an increase of pressure. 
His Lordship compared the indicator-diagrams in evidence, show- 
ing the change of pressure during the effective stroke in the Otto 
and Lenoir engines, explaining that the Otto diagrams showed 
that though the pressure was diminished during the stroke it was 
sustained and kept above the diabatic line—that is to say, it did 
not diminish so much as it would have done under the influence of 
an unsustained impulse or explosion, differing in that respect from 
the Lenoir engine. He came, he said, to the conclusion that there 
was heterogeneity in the Otto engine and that if the residuum were 
used as a diluent it was used under such different circumstances 
as to produce a different effect from diluents in the old engines. 
His Lordship then dealt with the question of anticipation, explain- 
ing that so far as the alleged anticipations were before the Court 
of Appeal in the case of “ Otto v. Linford,” he was bound by the 
decision there. He considered none of the patents or engines put 
in as anticipations to be anticipations of Dr. Otto’s imvention. 
He said that what struck him as more like Dr. Otto’s invention 
than any other was Million’s patent, but on considering the matter 
he thought the Attorney-General’s argument was right, for 
Million did not intend to make use of the residuum in his “ cart- 
ridge ” in the manner that Dr. Otto did. He came to the conclu- 
sion on the whole case that in Dr. Otto’s engines there was at the 
time of ignition a mixture heterogeneous and not homogeneous ; 
that it had exactly the effect which Dr. Otto said it had in his 
first claim ; and that there was no anticipation, and the patent 
was valid and good. That being so, an infringement was admitted. 
There must be the usual decree for an injunction, with the usual 
consequences. 


Provincial Brush Electric Light and Power Com- 
pany y. Shillingford and Bateman.—Mr. Justice Field gave 
judgment in this case, which was reported in our columns a fort- 
night ago, on Monday last. His Lordship said it was an action 
brought for £53 17s. 2d., the balance of a sum claimed as the 
price of an installation of the electric light for the defendants, 
who were brewers at Whitney. Although it was admitted that 
the work was done, and there was no question as to the reason- 
ableness of the price, yet the defendant said he was not liable 
because the installation was not a success. The bill originally 
sent in was for £152 17s. 2d., but after the installation had been 
proceeding from September to December 18th, £100 was paid on 
account. ‘The defendants, however, denied that they ought to 
pay anything at all, and claimed to recover the £100 as money 
paid under a mistake as to facts. The question was one of con- 
siderable difficulty, as it turned upon scientific questions on 
electric lighting, of which he knew nothing whatever except the 
little he had learnt, if it were learning, while the case was 
proceeding ; and therefore, although it was necessary for him to 
explain the grounds upon which he had arrived at his decision, 
and to go slightly into the nature of the operation of an installa- 
tion, yet he had little doubt he should do so inaccurately, at any 
rate as regarded professional terminology, although he hoped and 
believed he had made himself sufficiently master of the process to 
arrive at a right conclusion. Having explained pretty clearly 
and simply the manner in which the light is given by the fila- 
ments in the incandescent lamps, and the operation of the system 
used by the plaintiff company, including the use of accumulators 
to secure steadiness in the lighting, his Lordship continued: The 
motive power, a three-and-a-half horse-power steam engine, he 
pointed out, was on the premises previous to the installation, and 
used for general purposes. The installation was complete at the 


end of September. The contract was somewhat uncertain in its 
terms with regard to the number of lights that were to be put up, 
but there was evidence showing that it was intended to erect some- 
where about 15, whereas, in point of fact, some 20 or 21 were 
actually put’ up. There was evidence that when the surplus 
number was being put up, the engineer of the plaintiffs said, 
“You may have the lamps if you like; but you must not run 
more than the number intended.” The plaintiffs guaranteed 
that the light should be a success, but on the proviso that the 
installation was carried out under their personal supervision. 
Having erected the lights, the plaintiffs’ people gave instructions 
to the engine driver, who was in the employ of the defendants, 
how to keep the installation going. He was to start the engine 
and run at a good speed; then turn on the switch and press 
the knob at the master cell; see the amount of current passing 
into the cells, and never allow the needle of the ampéremeter to 
show more than from 43 to 25 ampéres. This was a very im- 
portant part of the instructions, as it affected the whole working 
of the installation. Then, also, the batteries must never be 
charged whilst the lamps were lighting. The nature of these 
operations was one of some nicety, and one, he should think, that 
would require a man of more education in these things than an 
engine driver might be supposed to possess, although acquainted 
with all sorts of steam gauges and the working of his engine. 
During October, Mr. King, for the plaintiffs, went down and saw 
that everything was working well. After a time, however, the 
brushes on the dynamo gave way, although they were supposed to 
last three or four months; then the filaments in several of the 
lamps, which should have lasted 1,000 hours, broke. ‘There was a 
good deal of discussion as to the cause of these things, and the 
plaintiffs said defendants were running whilst the lights were 
burning, and, with regard to the brushes, were pressing them 
too hard against the commutator, and thus destroying them. The 
plaintiffs sent down new filaments and supplied new brushes, and 
on October 16th defendants said everything was satisfactory. 
November came, and complaints were again made. Ultimately 
the plaintiffs, having furnished filaments and brushes, and always 
asserting that the error lay with the defendants’ working and not 
in their own installation, applied for payment. The defendants 
seemed to be reasonably satisfied that the thing was right, and 
paid £100 on account ; one of them was to call and settle a ques- 
tion with regard to some of the items in the account with the 
company’s manager. He called, there was a discussion, but no 
further payment was made. Several applications for payment 
were made, but were not complied with, and ultimately the de- 
fendants ceased to use the electric light, and the plaintiffs brought 
this action. The question for him to decide was, which of the 
two parties was entitled to his verdict. The plamtiffs had un- 
doubtedly done the work, and were entitled to the money as far 
as that was concerned; it remained, he thought, with the defen- 
dants to show that the work had not been a success. In one 
sense, undoubtedly it was not so, because defendants were obliged 
to pay for gas instead of having the electric light. But that did 
not conclude the question, because he had to see whether the 
defect was due to the installation or to the mode of running, for 
which the detendants were responsible. It was a question of 
considerable difficulty, and he had gone as carefully as he could 
into the matter, and he had been obliged to do what doctors did ; 
that was, a disease existed, and there was a dispute as to the 
nature of it. The only mode of which he knew of finding out was 
to ascertain the symptoms. The symptoms here were prin- 
cipally three:—First of all, the filaments kept continually 
breaking. In the first instance plaintiffs said something must 
be wrong with the manufacture of them, and accordingly took 
great pains to have good filaments manufactured and sent down, 
and it was conceded that they were of the best manufacture. 
There was no complaint as to the wire, so that could not have 
caused the breakage of the filaments, and it seemed that they 
must have been broken from too much current passing into the 
lamps. Then, there ought to have been a vacuum in the lamps; 
but it was shown that the glass became clouded and obscured the 
light. Scientific gentlemen on both sides agreed that this might 
have been caused by too great energy being employed, causing the 
volatilisation of the filament, and creating a vapour which produced 
the effect on the glass of which complaint was made. The scien- 
tific witnesses for the defence said this might have been the case, 
but assigned a different cause ; they said the machinery was never 
fit to carry 25 ampéres. There was a complaint, besides, that the 
fuses broke. Again the symptom pointed to exactly the same 
cause—too much current. Besides this, there was the destruction 
of the brushes, and that also was assignable to the current being 
too strong. He had gone through these matters as well as he 
could, and had done his best to understand them, and he had 
come to the conclusion, upon the whole, that the defence was not 
successful. All the symptoms were consistent with there having 
been an over-running of the engine. Two of the witnesses 
asserted that this had not been the case, but he could not find 
that there was any defect to be imputed to the machinery, and 
that all the symptoms were the necessary consequence of the 
over-running, and he could not help thinking that, with the 
greatest desire to do what they ought, they did charge too highly. 
One matter of complaint was with regard to the accumulators, 
which were alleged to leak, and thus cause a great defect in the 
lighting. He could not, however, find that the leakage was of 
such extent as to cause any considerable difference. It was a 
matter of opinion, and in this case it was his duty, as far as he 
could, not to rest upon matters of opinion, but where he could see 
safe ground to depend upon admissions of fact, and in that way, 
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not forgetting that defendants paid £100 on account on December 
15th, and after all the complaints were made, he thought they 
were too late in taking their present course, and that, upon the 
whole, the plaintiffs made out their case that, if there was a want 
of success, it was due to some other cause than any defect in the 
installation. Judgment, therefore, would be for the plaintiffs 
upon the counter-claim, and also upon the claim of £52 17s. 2d. 


NOTES. 


The Electric Light for Building by Night.—Messrs. 
Bradney and Company, of Wolverhampton, who are 
erecting a new theatre at Derby for Mr. Melville, of 
Birmingham, are about to adopt a novel expedient to 
secure the early completion of their work, states the 
Mechanical World. They have given an order to a 
local firm for the erection of four powerful electric 
lights, whereby the bricklayers and carpenters can pro- 
ceed with their work by night as well as by day ; some 
of the lights were erected last week, and several men 
worked under them. The power necessary for the 
lights is procured from the engine which grinds the 
mortar, and bricks warm from the kiln are used in 
building, so as to counteract the action of the frost. 
By this means a stoppage has not been necessary, even 
during the severe weather of the past week. 


Bazaar Attractions.—At a bazaar held at Brentford, 
on the 16th and 17th December, in aid of the building 
funds of the British Schools, one of the rooms was 
illuminated by incandescent lamps, the power being 
obtained from E.P.S. accumulators. The work was 
carried out by Messrs. Nalder Bros., of Brent Electric 
Works, Brentford. 


Towers of Strength.— The following concern- 
ing the electric light towers of Savannah is an 
interesting record of the permanent character Ameri- 
can electrical engineers seem to think it necessary to 
give their light towers. The high electric light tower 
at the intersection of Liberty and Habersham Streets, 
says the Savannah News of November 16th, fell with 
a tremendous crash at six o’clock last night. The fall 
was caused by a runaway mule striking the tower. No 
one was hurt. The towers were put up about three 
years ago. They are anchored in a foundation of brick 
and cement, and were considered very strong. This 
tower is the third one that has fallen in Savannah. 
One at Huntingdon and Price Streets toppled over 
before it was finished. About a year ago a freight car 
in the Central Railroad yards jumped the track and 
crashed against the tower by the passenger shed, bring- 
ing it down. Two or three of the structures are 185 feet 
high. They are ascended by an automatic elevator, 
which, when not in use, is kept locked a few feet 
above the ground. Some months ago a painter who 
hac been coating one of the towers got out of the 
elevator cage before fastening it. The cage at once 
started for the top, gaining in speed the higher it went. 
When it struck the top platform the whole top was 
broken off. Not long ago a tower in Macon was 
knocked down by a mule. 


The Electric Light in Brighton.—The Brighton 
Electric Light Company has purchased the Brighton 
electric light business and plant connected therewith, 
lately the property of the Hammond Electric Light 
and Power Supply Company, Limited, and as the 
latter company had, in consequence of the increased 
demand for the electric light in Brighton, recently 
built new works of an extensive character, and laid 
down completely fresh machinery, the present com- 
pany is in a position to accept a limited number of 
further orders for this now well-tried and perfected 
form of illumination. As the system has been at work 
in Brighton for four years, ample time has been avail- 
able for perfecting it, and it can be seen in operation 
either at the Gloster Road works or in numerous places 
in the town, 


The Proposed Telephone Exchange at Bath.—The 
Bath Town Council has adopted the following report of 
the Surveying Committee :—* The Western Counties 
and South Wales Telephone Company, being desirous 
of establishing an exchange in this city, applied for 
permission to fix the necessary posts and lines. After 
considering the application and inspecting the poles 
which it is proposed to fix and the wires to be used, and 
hearing the statement of Mr. Lewis, the secretary of the 
company, as to the probable advantages to accrue from 
the introduction of the undertaking, we recommend 
that the permission required be granted, subject to the 
details of the work being carried out to the satisfaction 
of your committee.” 


The Plymouth Telephone Exchange.—The shocking 
fire which lately occurred at Plymouth illustrates the 
great importance of more use being made of the Three 
Towns Exchange, which has its headquarters at 
Plymouth. Although the exchange has made con- 
siderable progress, it might well be more liberally 
supported, and then the company would see its way 
clear to concede to the public all-night communication, 
which would prove of such immense utility in case of 
fires. The history of the telephone in Plymouth is 
interesting. A Plymouth exchange was opened in 
August, 1881, by a company which was soon compelled 
to stop by the postal authorities on account of having 
no license. On the restrictions which hampered tele- 
phonic enterprise being somewhat modified by Prof. 
Fawcett, another exchange was opened at Plymouth on 
December 18th, 1884, by the same company, whose 
operations had previously been “ nipped in the bud "— 
the United Telephone Company. In April of the 
present year the Western Counties and South Wales 
Telephone Company purchased the business of the old 
company, and since then has been striving hard to 
obtain a more liberal measure of public support ; but 
it has been heavily handicapped by the postal authori- 
ties. The policy of the newly-formed company is to 
endeavour to obtain on its list of subscribers those 
who are at present bound to remain on the Post Office 
Exchange for a given time. To this end, it has 
offered to place on the list, free of charge, the sub- 
scribers to the Post Office until their term of agreement 
expires, on the condition that for three years after- 
wards they become ordinary paying subscribers. There 
are now 95 subscribers to the Three Towns Exchange, 
and it is promised by the company that when this 
number has been increased to 200 it will concede 
all-night communication, without making any extra 
charge. It also promises that should the Govern- 
ment remit the ten per cent. tax which is at present 
made on the rentals, the customers shall receive the 
benefit of the remisssion. Considering the excellent 
spirit exhibited by the company, success ought to crown 
its efforts, and to everyone interested in the mainte- 
nance of private enterprise this end will be regarded as 
“a consummation devoutly to be wished.” 


Charges for Telegrams,—At a meeting of the South- 
ampton Chamber of Commerce last week, a resolution 
was moved by the hon. secretary to the effect :—* That 
it is desirable that the registration fee of one guinea 
for telegraphic addresses should be reduced to a 
nominal fee.” He suggested a fee of 53. for a name 
and 10s, for a cypher. The motion was adopted. 


Electric Lighting at Taunton.—The town of Taunton 
is now partly lighted by electricity. Five arc lights have 
been erected around the Parade, and twelve tradesmen 
in the principal streets have the light in front of their 
shops. The current is generated by means of a nine 
horse-power steam engine, situated under one of the 
arcades of the Market House. Mr. Massingham, of 
Bath and Taunton, has introduced this desirable inno- 
vation, and if the present trials prove satisfactory, the 
electric light will be permanently adopted for public 
lighting. 
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A Postal-Telegraph Office on Fire.—On Wednesday 
evening, last week, Mr. A. Cundy, telegraphist at the 
Truro Post Office, discovered that the room in which 
he was engaged was in flames. The fire brigade was 
immediately communicated with, and the application of 
a hose soon extinguished the fire, which caused but 
trifling damage. 


A Curious Disconnection,—Sapper W. Davis, R.E., 
gives the following account, in the Military Telegraph 
Bulletin, of a disconnection which occurred in a line 
of which he had charge :—“ For some weeks past a fault 
has been existing ona wire running from Newton, More- 
ton, Bovey, and Chagford, which has caused consider- 
able trouble. The wire was continually being discon- 
nected between Newton and Chagford, and every effort 
was made to find the fault, but without success. At 
times it would be all right, and at others all wrong. 
While I was at Bovey, watching the wire in hope of 
finding the fault, the postmistress opened a drawer 
close tothe instrument, and I noticed that the circuit came 
right while the drawer was open, and the circuit went 
‘dis’ after it was shut. I tested, and found that the 
fault was close at hand, and at last succeeded in finding 
it out. The explanation is this: The line had run 
behind the drawer, and had got broken inside the G- P. 
When the drawer was opened, it pulled the wire tight 
and joined the broken parts together inside the G. P., 
and made contact, then circuit was working all right ; 
when the drawer was closed, it bent the G. P. double, 
and disconnected the broken parts again.” 


New Cable Ship,—The cable steamer Mirvor, which 
is intended for the service of the Eastern Telegraph 
Company, was successfully launched from Messrs. 
Napier’s shipbuilding yard at Glasgow on Monday. 
Sir James Anderson, in the course of some remarks, 
said the company had sent messages to America in 
4 min., to Australia in 10 min., and had once gota 
reply from India in 5 min. 


The Electric Burglar Alarm Acts,—The man who 
unlawfully broke into 28, Little Windmill Street, on 
the night of the 19th November did not calculate upon 
having to contend with electricity, and so did not use 
sufficient caution to prevent the operation of an electric 
alarm bell, which informed a policeman, who happened 
to be on adjoining premises, that something unusual 
was occurring, and led to the burglar’s arrest. Unfortu- 
nately, however, the constable was attacked by con- 
federates of his prisoner, who eventually escaped from 
his custody. 


The Bambouxera Again,—This excellent fantasy of 
one of our friends, has made the round of the press, 
and it has come back to us to-day, but changed ina 
way which renders it still more amusing. The follow- 
ing is the version in La Lumiere Electrique, which 
gravely announces the news without any reserve :—* It 
is known that the carbon filament of incandescence 
lamps is obtained by calcining in a vacuum filaments 
of Japanese bamboo. What is less well known is, 
that this plant conceals in its fibres an insect which 
after having chosen its habitation, remains there alive 
in spite of the carbonisation in the vacuum. It is to 
the presence of this insect, called the bambouxera, that 


incandescence lamps is due.” 

We hope, says L’Electricien, that La Lumicre Elec- 
trique will announce with less assurance, and above 
all, with less confidence, the apparition of the microbus 
laboris vastator, another infintely little one, which, in 
the transmissions to great distances, attacks the work 
transmitted per unit of time, whilst it respects the 
rendering. 

This respect is explained, moreover, by the fact that 
the rendering being a “vapport,” its dimensions are 
zero, which renders the attack difficult even for a 
microbe, 


the short duration of the carbon filaments of certain 


~ The Blackpool Electrical Tramway,—We learn that 
there are now three of Mr. Holroyd Smith’s cars in 
daily operation on this line, and that the managing 
director of the company finds from actual experience 
electrical propulsion to be much cheaper than horses 
for the purpose. 


The Late Sir William Siemens,—<A biography of this 
eminent man is being prepared at the desire of the 
executors by Dr. William Pole, F.R.S., Honorary 
Secretary of the Institution of Civil Engineers, and 
author of the Life of Sir William Fairbairn, Bart. 
Dr. Pole will be grateful for the loan of any of Sir 
William’s letters or for any information of importance. 
Address, Atheneum Club, 8. W. 


The Creil Tests.—It appears that everything did not 
run smoothly on the day of the official tests before the 
Academy of Science on the 5th December last, but 
extenuating circumstances are pleaded. Besides, whilst 
waiting for the official documents, the account 
given by a trustworthy and friendly paper, Le 
Temps, is enough to fully justify our notes and 
criticisms. The chief incident which occurred during 
the course of the interesting tests made by M. Marcel 
Deprez before the Academy of Science is known. 
There was a sort of “shock” returning towards the 
generating machine ; at a certain period the current 
coming from Creil spent itself in causing enormous 
green sparks to flash, which destroyed some of the small 
instruments. M. Sartiaux, chief engineer of the 
Northern Railway Company of France, occupied him- 
self in making a minute enquiry into the cause of 
this phenomenon. He published the results of this 
enquiry in a letter which M. Bertrand read before the 
Academy. It follows from the investigations of M. 
Sartiaux that, in two places on the telegraph line, some 
wires which ought to have been insulated, had been 
placed in connection. But how? Was it by the wind, 
by a branch of a tree being blown backwards and for- 
wards, or by malevolence? It was not possible to 
tell with certainty. Whatever may have been the 
cause, M. Sartiaux concludes by saying that the 
fault in the insulation which had nullified the test is 
an easy matter to overcome, and that the accident did 
not radically affect the test. 

M. Bertrand analyses a note of M. Marcel Deprez, 
giving an account of the general method of the new 
arrangements which he had undertaken for the trials 
in which he was engaged. It was thought that the 
potential of 3,000 volts was too great for the machines ; 
but, thanks to the perfection which had been obtained 
by rings of different construction to those of the 
Gramme machine, M. Deprez obtained results more 
satisfactory and certain, so that it would probably be 
possible to reach or exceed a potential of 7,000 volts. 
These rings had not been made in a sufficiently large 
number for the experiments which took place before 
the Academie. To sum up, adds M. Bertrand, success 
is certain, the result has been achieved; the trans- 
mission of power with a rendering of about 40 per cent. 
is accomplished. Only, says L’Electricien, there is 
rather too great a hurry to make us witnesses of the 
affair, and the inventor does not take sufficient care 
to guard against a description of accidents which tend 
to shake our confidence. 


Gas Engine Patents.—As the gas engine plays such 
an important part in many an electric lighting instal- 
lation, we have thought the judgment in the case of 
“Otto v. Steel” of sufficient importance to bring fully 
before our readers in this, the last number of the pre- 
sent year. 


Electricity in Warfare——In our present issue we 
bring to a conclusion Lieut. Fiske’s interesting and in- 
structive lecture on “ Electricity in Warfare,” delivered 
barely six weeks ago before the Franklin Institute of 
America, 
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Glasgow New Fire Alarm System,.—A_ sub-com- 
mittee of the Glasgow Town Council has been en- 
gaged lately in considering how best to render the fire 
alarms more efficient. Considerable difficulty had 
been experienced in the up-keep of the old method, 
especially with the batteries, which were many, a 
separate set of six being fixed in each signal box over 
the city. A number of systems were examined at 
home, and visits made to distant places, resulting at 
last in the selection of a simple plan, the invention 
of Mr. Munro, of the firm of Messrs. Anderson and 
Munro, electrical engineers, Bothwell Street, Glasgow. 
Briefly described, Mr. Munro’s plan is to work all the 
outside signal boxes from one central battery—some 
ten cells only—having direct wires to each. At the 
signal box a plunger puts the line to earth, and so 
causes a powerful bell to ring, both at the box and the 
central station. In addition, an indicator falls at 
the central and announces the locality whence the 
alarm comes. The attendant, or fireman on duty, by 
disconnecting the line causes both bells to cease ring- 
ing. The system is sparing of battery power, as also 
of line wire ; but it is open to the serious objection of 
possibly giving a false alarm by the wire being acci- 
dentally put to earth. To obviate that as far as possi- 
ble, the overhead wires have been carefully covered 
with good insulating material, and there is also ready 
to hand means of rapidly testing the line should the 
genuineness of any signal be doubted. At the public 
alarm box there is a locking arrangement, whereby the 
plunger is kept fast till the box is opened by the fire- 
men and again set for work. A Morse key is perma- 
nently affixed thereto, and a telephone can also be used, 
if such communication is found necessary. There are 
nearly 100 alarm boxes—96 in all—in the city and out- 
skirts, and the patentees have contracted to maintain 
the system for the next seven years, together with the 
telegraphic communication connecting the various 
stations of the fire brigade—some 70 miles of line—all 
overhead. 


Electricity and Gunnery.—Mr. Maxim, the inventor 
of the automatic machine-gun, having suggested a 
novel application of electricity to the training of heavy 
ordnance, trials have recently been made at Shoebury- 
ness with a 43-ton gun with satisfactory results. The 
system is said to be so simple that every movement is 
completely under the control of one individual. The 
experiments are in charge of Mr. W. H. Massey, who 
states it as his opinion that ten or more guns could, if 
required, be laid either singly or in groups by means 
of a single lever worked at some distance from the 
guns. It is expected that a combination of the elec- 
trical gear with a Maxim disappearing platform, de- 
signed for working the heaviest guns without the use 
of complicated machinery, will be tried shortly. 


Electric Tramears,— The Berlin Bérsen Courrier, 
of December 16th, in speaking of Reckenzaun’s 
tramcar, says :—‘“ All trials made have been exceed- 
ingly favourable to the new system, and the hope is 
entertained that the Berlin Tramway Company will 
adopt the system of electric cars, at least on some of 
its routes. It is probably in consequence of this 
prospect that a very brisk business was done on the 
Bourse to-day in the shares of the company, and that 
they advanced 1 per cent.” 


Technical Education.—The Clothworkers’ Company 
has raised its annual subscription to the City and 
Guilds of London Institute from £3,000 to £4,000, sub- 
ject to the precedent condition of the Corporation and 
Associated Livery Companies raising the total of their 
annual subscriptions to the institute from £24,500, the 
present amount, to £30,000. The capital expenditure 
in the building and equipment of the Central Institu- 
tion, Exhibition Road, the Finsbury Technical College, 
and the South London School of Technical Art, has 
been nearly £140,000, 


Forgery and Fraud by an Electrician.—Charles 
Stuart Cochrane, 30, an electrician, and Caroline Fan- 
shawe were charged on remand before Alderman Sir R. 
Carden, at the Mansion House, on Monday, with forg- 
ing and uttering the certificates of transfer of fourteen 
shares in the Artisans’, Labourers’, and General Dwell- 
ings Company, Limited, of the value of £1,160, and 
with personating Mr. Chas. William Foghill and Miss 
Letitia Mary Napier, in whose names the shares stood 
as trustees for the prisoner Cochrane’s wife. The male 
prisoner, who was passing under the name of Franklin, 
took all the blame on himself, and exonerated the 
woman. He gave up to the police £847 in notes and 
coin, a large quantity of American dollars, and a quan- 
tity of jewellery. The shares had been deposited, with 
some papers belonging to the male prisoner, at a bank, 
and access was obtained in that way. Further evidence 
in support of the charge was given, and eventually the 
case was again adjourned, the woman being admitted 
to bail. 


A Light and Power Installation,—A friend recently 
visited the premises of Messrs. Hunter and MeMorran, 
Ironmongers and Seedsmen, Lanark, Scotland, where 
Mr. David Hunter has had a small installation of elec- 
tric lights successfully running since September, 1884. 
For motive power he purchased one of Tangye’s 
vertical 2 H.P. nominal steam engines, with boiler 
combined. It is fitted with two pulleys some 4 ft. in 
diameter, and with 43 lbs. of steam runs at 170 revolu- 
tions per minute, driving an A Gramme dynamo at 700. 
With the current thus generated 16 20 candle-power 
Swan lamps are lit ; and an additional 10 for occasional 
use are also connected up. There is, besides, one of 
Andrews’s are lamps in the shop, which can from 
the switchboard be immediately exchanged for 10 
incandescents fixed in coloured reflectors in the ceiling. 
The oil, store and powder rooms are lit from the loft 
above, and here, especially, the question of safety is 
most apparent. In the seed house, the previously 
heavy and tedious hand labour work of sifting and 
cleaning rye seed is accomplished by means of the 
electric current. A second small Gramme dynamo is 
driven as a motor by the machine which at night feeds 
the lamps. Fortwo months this year the motor has 
been at work daily from 10 a.m. to 3 p.m., and has 
done its work far more rapidly and efficiently than was 
ever done by hand. 


Engineering Examinations at Cambridge.—The 
special board for physics and chemistry at Cambridge 
have reported that they are of opinion that in consider- 
ation of the number of members of the University 
engaged in the study of engineering, it is desirable to 
provide for such students an honour examination by 
which their proficiency may be properly tested. The 
board have had under their consideration a scheme for 
an examination, and have submitted proposals defining 
the general lines upon which such an examination 
should be arranged. The first of these proposals is 
that, as an alternative to the first part of the examina- 
tion for the National Science Tripos, there should be 
established an examination in which there should be 
set papers which should contain questions in mathe- 
matics and the elements of physics and chemistry. The 
report is signed by Professors Liveing, Hughes, Stuart, 
Dewar, Lewis, and Thomson, Mr. Trotter (Trinity), 
Mr. Glazebrook (Trinity), Mr. W. N. Shaw (Emmanuel), 
Mr. W. J. Sell (Christ’s), and Mr. Pattison Muir (Gon- 
ville and Caius). 


Electric Light at Leadenhall Market,—The old por- 
tion of Leadenhall Market, of which Messrs. Geo. F. 
Brooke & Co. are the proprietors, is being lighted 
during the present Christmas show of poultry by six 
arc lamps and a number of incandescents. A Goolden 
and Trotter dynamo is used, driven by a 12 H.P. gas 
engine, which at other times is used by the firm for 
its refrigerating process. The electric lighting has 
been successfully carried out by Messrs, Craven and 
Elworthy. 
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The Brockie-Pell Patent “ Universal * Are Lamp.— 
With reference to the stated remarkable steadiness of 
this lamp, we observe that as a proof of this the result 
of an experiment, which was recently made in the 
presence of a high Government official, is quoted. It 
is said that “a very delicate Thomson mirror galvano- 
meter was placed in a shunt circuit across the arc 
whilst the lamp was burning, and the variation in the 
range of the spot of light on the scale did not exceed 
10 divisions in 300.” Now, asa matter of fact, “10 
divisions in 300” is as much as 3°3 per cent., and we 
hardly see how such an amount of variation in the 
electromotive force between the terminals can be, as it 
evidently is, regarded as exceedingly small. 


Maxim-Weston Electric Company,—Writing in a 
financial contemporary, “ An Old Shareholder” of this 
Company says: “Iam pleased to see that, at last, the 
shares of this company are attracting some attention, 
which I am much surprised they have not received 
before, considering the many favourable facts which, 
1 believe, are well known. I understand that, what- 
ever party may be in power in the spring, it is quite 
decided to materially modify the last Electric Lighting 
Act, which so utterly crushed the hopes that had been 
raised that this beautiful and desirable means of light- 
ing was at once to be largely adopted, and which public 
opinion will insist on before long, and that it is to be 
replaced by an Act which shall do all that Acts of 
Parliament can reasonably do to encourage this long- 
hoped-for desideratum. I believe that this company is 
undoubtedly doing a considerable amount of good, 
profitable business, with prospects, almost amounting to 
certainty, of agreat deal moreshortly, with happily ample 
resources for carrying all out. Considering that for 
the year 1884 this company earned a fair dividend, the 
result of this year’s work is certainly better than last, 
and with the prospect of shortly opening up the illimit- 
able field that public lighting would be, surely the 
present quotation of 7s. 6d. is not a fair valuation for 
these shares, and would not double the price be nearer 
the mark ?” 


Hluminating Mills by Electricity, — Messrs. 
Harrison & Co.’s mill, Port Adelaide, is the first in 
South Australia to be lit up at night by electricity. 
The Australian Light, Power and Storage Company, of 
Sydney, has taken a contract for lighting the mill. 
The dynamo used is a “ Victoria” Brush, and is capable 
of supplying a current for 40 Swan lamps of an electro- 
motive force of 53 volts. At present there are 25 lamps 
actually in use in the mill. The cost of working the 
machine will be purely nominal to Messrs. Harrison 
and Co., because the motive power, which is already 
supplied by the mill, is about the most expensive item 
usually. Altogether it is expected that the electric 
light will prove 30 to 40 per cent. cheaper than gas in 
the mill. In some of the Victorian mines the saving 
thereby has been as much as 50 per cent. Though this 
is the first mill lit by electricity in the colony, several 
have been lit in the other colonies. The most notable 
in New Zealand recently is reported to be a marked 
success. Mr. E. M. Grant, the engineer for the lighting 
company, is also engaged in putting up an installation 
at the Albion Mill, Gawler, which will be lit by electri- 
city by about the middle of next week. The work at 
Messrs. Harrison & Co.’s mill was rapidly executed, 
and on the first trial every light gave satisfaction, 


The Bell Telephone Patents,—Exchanges of the 
12th instant expected that tne decision of the Secretary 
of the Interior, in the telephone case, would be 
rendered within a day or two. The opinions of the 
Commissioner of Patents and of the two Assistant 
Secretaries had already been prepared and handed to 
the Secretary. It was stated that they all agreed in 
recommending that the validity of the Bell telephone 
patents be tested in the Courts. This was expected to 
be the decision of the Secretary of the Interior also. 


The Drawbaugh Telephone Case.—Judge Wallace 
has given his decision on the renewed hearing of this 
case, concluding as follows :—* The legitimate effect of 
the evidence is to show that Drawbaugh was very near 
the realisation of the invention if he had really con- 
structed instruments like the exhibits F, B and C prior 
to the date of Bell’s patent. It does not, however, alter 
the fact that he was unable to make such instruments 
at a period long subsequent to the time when he claims 
to have made them ; and, in view of this fact, the evi- 
dence does not tend to materially fortify the testimony 
of the witnesses who think, or profess to think, that 
they heard or saw efficient practical instruments in 
operation at Drawbaugh’s shop on the occasions to 
which they refer. The conclusions that were reached 
at the former hearing have not been modified, and the 
decree ordered should not be disturbed.” 


The Meucci Telephone Claims,—Suit has been brought 
by the American Bell Telephone Company against the 
Globe Telephone Company, and also against Mr. Meucci 
personally. As Meucci is over 80 years of age, the 
defendants are anxious to preserve his testimony, and 
have asked that it be taken at once, and this is now 
being done. 


The Telephone Question.—Mr. E. Berliner, writing 
to the Scientific American on “the other side of the 
telephone question,” says The method of produc- 
ing undulations by immersing an electrode in liquid, 
which is the subject of Mr. Gray’s caveat, was described 
in Mr. Bell’s original application, which was sworn to 
several weeks before Mr. Gray’s caveat was written. 
Hence, it is absurd to assert that Mr. Bell obtained that 
idea from Mr. Gray’s caveat.” 


Telegraph Insurance.—The sixpenny telegram would 
not appear to be an unmitigated blessing to the com- 
mercial men of Glasgow, if we are to judge from the 
correspondence column of the Glasgow Herald. Refer- 
ing to errors in transmission, “Justitia” writes :-— 
“We have frequently had to complain to the telegraph 
authorities on this point, without apparent result ; and 
since the introduction of the cheap rate for telegrams 
the evil has gone from bad to worse. It is poor satis- 
faction to receive a stereotyped reply, couched in apolo- 
getic language, for such errors ; and we think that a 
system of insurance might with much benefit be 
adopted, whereby any loss through carelessness would 
have to be borne by those at fault. In fairness this 
should be so, as it is most unreasonable and a very one- 
sided bargain to insist on payment without a guarantee 
that value will be given or acceptance of liability for 
error. By making an optional charge for insurance 
this evil could to some extent be remedied. It would 
add to the telegraphic revenue, it would fix liability in 
the proper quarter, it would be the means of forcing 
greater care on the part of the telegraphic employés, 
while it is a charge that many senders of messages 
would willingly pay to avoid the risk of error.” 


Science in Parliament.—The Right Hon, J. H. A. 
Macdonald, Q.C., Lord-Advocate of Scotland, who has 
been returned to represent the Universities of Edin- 
burgh and St. Andrews, is an associate of the Society of 
Telegraph Engineers, is the inventor of the “ Holophote 
Course Indicator,” for the prevention of collisions at 
sea, for which several medals and certificates of 
excellence have been conferred, and is the author of 
works on law, education, and military tactics. In 1884 
the university of his native city conferred upon him 
the degree of LL.D., and when the Conservatives came 
into office he was appointed Lord-Advocate of Scotland. 


Electric Lighting of Ships——The Wallasey Local 
Board invites tenders for fitting up the electric light on 
six of its passenger steamers. Sealed tenders, addressed 
to the Chairman of the Ferry Committee, and endorsed 
“Tender for Electric Light,” to be sent to Mr. T. 
Somerville Jones, Public Offices, Egremont, Cheshire, 
by 5 p.m. on the 31st inst. 
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Against the Laws of “Nature.”"—In the REVIEW 
for December 5th, we ventured to remark that Mr. 
Bottomley’s results on the measurement of temperature 
would not escape criticism. His paper, originally pub- 
lished in Nature, was reproduced in our columns of 
the above date, and in connection therewith we have 
received the letter given below :—“ Directly after the 
appearance in Nature of Mr. J.T. Bottomley’s paper on 
‘ Radiation of heat from the same surface at different 
temperatures,’ I sent the editor of that periodical a 
letter correcting the assumptions of Mr. J. T. B. After 
receiving a‘ proof’ for correction for press, and noticing, 
after many days, its non-appearance, I received in reply 
to my enquiry on the subject that the editor could not 
print a letter ‘so offensive in tone.’ As you have in- 
serted the original paper in your pages, I send you, not 
the same letter, as I do not wish to offend more weak 
brethren by my righteous indignation, but merely the 
results as they should be without any further com- 
ment; but that the temperatures are calculated from 
the electrical resistance of the wire, and not estimated 
by its superficial appearance. 


! 
Absolute temperature, 


of wire, | 
1 298° 288° 1-078 1 1 1 
2 386° 6636 | O1 ; 1s14 2-48 
3 649° 7812 | 719 2°34 
4 2°37 


701° 98 0 90°2 231°6 


Rejecting Case 1 where the difference in tein perature 
is very small, Stefan’s law is remarkably confirmed as 
the final column testifies.—F. J.” 


Important Decision ve Electric Lighting.—The judg- 
ment delivered by Mr. Justice Field in the case of The 
Provincial Brush Electric Light Company v. Shilling- 
ford and Bateman, is fully reported in our other 
columns. We think that the ruling of the judge, under 
the circumstances, could not have been otherwise, 
although we are equally inclined to the belief that the 
installation might have been of a more satisfactory 
nature. The details of evidence connected with the 
case will well repay perusal, and the decision is of 
moment both to consumers of, and contractors for, the 
electric light. The moral is plainly this, that the 
former class should avail themselves of technical 
assistance. 


“ Primary and “ Secondary’ Batteries.— The 
following has been sent to us, too late, however, for 
our Correspondence columns :—Will you allow me to 
suggest in your columns a definition of primary and 
secondary batteries that is based on a real distinction, 
viz, :—that a primary battery is one in which the two 
plates consist of two different materials, and that a 
secondary battery is one in which the the plates are 
initially identical. This is a definition that is not 
ambiguous, and that will not admit of the same 
battery being at one time “ primary” and at another 
“secondary.” Under the present definition this may 
repeatedly occur. Thus, if you have a battery com- 
posed of plates that require to be re-made after it has 
been run down, and the re-made plates have to be 
charged, then you have what is now defined as a 
primary battery. Suppose you perfect this battery, 
and can then re-charge without re-making, then the 
same battery becomes a secondary. The change of 
name is here determined by a mere accident of manu- 
facture, not by a real difference of nature. The defini- 
tion I propose would entirely remove all such dis- 
crepancies.—J. G. 8. 


Ball-Room Lighting.— Mr. E. Storey, of Oundle, 
upon the occasion of the coming of age of his son gave 
a dance on Tuesday, the 15th inst. Lane-Fox lamps of 
40 candle-power, 40 in number, were used to light the 
pavilion erected for the purpose, when the coolness of 
the atmosphere was enjoyed by everyone. 


NEW COMPANY REGISTERED. 


Brighton Electric Light Company, Limited,—Capital 
£25,000 in £5 shares. Objects: To acquire the electric 
light works at Brighton recently carried on by the 
Hammond Electric Light Company, Limited. Signa- 
tories (with one share each)—* Robt. Hammond, F. H. 
Bentley and A. F. Hodgson, 117, Bishopsgate Street 
Within ; * W. Smithett, 37, Vernon Terrace, Brighton ; 
*W. Collins, Oliver Grove, South Norwood; J. B, 
Jordan, 67, Ivanhoe Road, Camberwell; E. Brooman, 
jun., 10, Rockmead Road, South Hackney ; H. St. John 
Winkworth, Egham. The signatories denoted by an 
asterisk, and Mr, Arthur Wright, are the first directors, 
qualification 10 shares. The remuneration of the board 
will be such amount as may be voted by the company 
in general meeting. Registered 16th inst. by Messrs, 
Nye, Greenwood and Moreton, 12, Serjeant’s Inn, Fleet 
Street. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES 


Callender’s Bitumen, Telegraph and Waterproof 
Company, Limited.—The annual return of this com- 
pany made up to the 2nd ult., was filed on the 6th ult, 
The nominal capital is £40,000 in £10 shares, the 
whole of which have been subscribed. £10,000 has 
been received in payment of calls, 3,000 shares being 
considered as paid up. 

Edison's Indian and Colonial Electric Company, 
Limited,—An order of the Chancery Division of the 
High Court of Justice, dated 25th ult., and filed on the 
15th inst., sanctions the reduction of the capital of the 
company in accordance with the resolution passed at 
an extraordinary meeting of the company held on the 
28th of May, 1884, and confirmed on the 13th of June, 
1884. The registered nominal capital is now £117,500 
divided into 45,000 A shares of £2 10s. each and 5,000 
B shares of £1 each. The company is also empowered 
by the order to omit the word “reduced” from its 
title forthwith. 

Railway and Domestic Electric Lighting Company, 
Limited.—The annual return of this company made up 
to the 18th of October, was filed on the 19th inst. 
The nominal capital is £6,000 in £10 shares, the whole 
of which have been taken up. £5 per share has been 
called and paid upon 240 shares, the remaining 360 
shares being allotted to the vendor, credited as fully 
paid up. As compared with the previous return the 
paid-up capital exhibits an increase of £50. 

Blackpool Electric Tramway Company, Limited.— 
The annual return of this company made up to the 12th 
inst., was filed on the 19th inst. The nominal capital 
is £3,000 in £10 shares. 2,850 shares have been taken 
up and £5 per share has been called. The calls paid 
amount to £14,242, leaving £8 unpaid. As compared 
with the previous return, the paid-up capital shows an 
increase of £340. 

Volta Electrical Company, Limited—At an extra- 
ordinary general meeting of this company, held on the 
7th inst. at 2, Chatham Buildings, Circus Street, 
Piccadilly, Manchester, it was proved to the satis- 
faction of the meeting that the company by reason of 
its liabilities, cannot continue its business, and it was 
resolved to wind up voluntarily, and Messrs. Walter T. 
Glover and T. Browett were appointed liquidators, with 
power to expend money for the purpose of carrying out 
existing contracts. These resolutions were duly regis- 
tered on the 16th inst. 

Brighton Electric Light Company, Limited.—An 
agreement dated Ist inst., and filed on the 16th inst., 
between Robert Hammond of one part and F. W. 
Bentley (for this company) of the other part, provides 
for the sale to the company of the leasehold premises, 
plant, &c., at Brighton, acquired by the vendor from 
the liquidator of the Hammond Electric Light and 
Power Supply Company, Limited. The consideration 
is 1,600 shares credited with £3 15s. as paid up each, 
leaving a liability of £1 5s. per share. 
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CITY NOTES, REPORTS, MEETINGS, &c. 


Mediterranean Extension Telegraph Company, 
Limited, 


A GENERAL meeting of this company was held on Monday at the 
Cannon Street Hotel, having been convened by the liquidators, 
the Hon. Ashley Ponsonby and Mr. John Griffiths, in order that 
the shareholders might receive an account showing the manner 
in which the liquidation proceedings had been conducted and the 
property of the company disposed of, and fix the liquidators’ re- 
muneration. Mr. Ponsonby presided. 

The Chairman stated that there was an item in the accounts of 
£330, representing unclaimed dividends. In the ordinary course 
of events that sum would belong to the shareholders, but the 
company being in liquidation they would have to take the deci- 
sion of the Court respecting it. The balance they had to deal 
with was £1,739, out of which it was proposed to return another 
ls. 2d. per share. That distribution would absorb £886, and it 
was suggested that the balance of £853 should be given to the 
liquidators, out of which they would, if the proposal were agreed 
to, pay as compensation £250 to Mr. J. de Normann and £100 to 
Mr. J. W. Atmore, former officials of the company. He did not 
think the amount which the liquidators asked for could be re- 
garded as too much, seeing that they had been two years at work. 
It might be asked how it was that they had been so long. Almost 
immediately after the resolution to wind up the company was 
arrived at the Italian Government gave them notice that they 
had no power to sell the concessions held from that Government, 
who, however, offered to assist them in the matter. A Bill was 
accordingly introduced into the Italian Houses of Parliament 
authorising the liquidators to make over the cables and conces- 
sions to the Eastern Company, but that took rather more than a 
year to accomplish. Then they received notice of the action 
which was about to be commenced between the preference and 
the ordinary shareholders of the company. Although the liqui- 
dators had nothing directly to do with that action it had given 
them a good deal of work, and the last they had to do with it was 
in regard to the taxed costs, which were not delivered until last 
August. After that a whole month’s notice had to be given in 
the Gazette. At the same time the shareholders had not been 
kept out of their money, for they had already been paid £3 5s. 
a share. 

Mr. Wells expressed his gratification at the result of the liqui- 
dation, and proposed a resolution approving the accounts. 

Mr. Clout seconded the resolution, which was carried unani- 
mously, as was also a resolution recommending the liquidators to 
declare a final dividend of 1s. 2d. a share on the preference and 
ordinary shares. 

Mr. T. Adams moved, and Mr. Lean seconded a resolution, 
fixing the remuneration of the liquidators at £853, “the liqui- 
dators undertaking to pay and satisfy any outstanding claims on 
the part of the late officials of the company,” and this was passed. 

Mr. Griffiths stated that there would be one more meeting to 
wind up the company finally, but that would not be held until the 
decision of the Court had been given respecting the unclaimed 
dividends. 


Eastern Extension, Australasia, and China Telegraph 
Company, Limited.—The coupons on the five per cent. Australian 
Government Subsidy Debentures, due on January Ist, will be paid 
on and after that date at the office of Messrs. Barclay, Bevan and 
Co., 54, Lombard Street, E.C. 


Great Northern Telegraph Company, Limited,—The 
half-yearly interim dividend on the shares of this company, at the 
rate of 5 per cent. per annum, will be paid on January Ist by 
Messrs. C. I. Hambro & Son, at their offices, 70, Old Broad 
Street, E.C. 


The West Coast of America Telegraph Company, 
Limited.—The coupons due on the 31st inst. on the debentures 
of this company will be paid by Messrs. Barclay, Bevan & Co. 
The coupons must be left three clear days for examination. 


TRAFFIC RECEIPTS. 


The Western and Brazilian Telegraph Company, Limited. The receipts for the week 
ending December 18th were £2,619, after deducting the fifth of the gross 
receipts payable to the London Platino-Brazilian Telegraph Company, Limited. 

The West India and Panama Telegraph Company, Limited. The estimated 
receipts for the half-month ended the 15th December are £2,438, as compared 
with £2,260 in the corresponding period of 1884. 


The Brazilian Submarine Telegraph Company, Limited. The receipts for the week 
ended December 18th were £3,395. 


PROCEEDINGS OF SOCIETIES. 


Physical Society, December 12th, 1885. 


Prof. Gururie, President, in the Chair. 


Mr. C. F. Casella and Prof. T. E. Thorpe were elected members 
of the Society. 
The following papers were read: “On a Magneto-electric 
Phenomenon,” by Mr. G. H Wyatt. The author had conducted 
a series of experiments with a view of -testing experimentally an 


expression obtained by Mr. Boys for the throw of a copper disc 
suspended by a torsion fibre between the poles of an electro- 
magnet when the current was made or broken, and communicated 
by him to the Society on June 28th, 1884. Discs of various 
metals and of various dimensions were used, the results being 
such as to agree with the theory within narrow limits. It was, 
however, found that when the throw of the disc was used to 
measure the magnetic-field, the value obtained from the throw at 
break was uniformly greater than that obtained on making the 
current. 

Prof. S. P. THompson observed that the case presented was 
analagous to that of the ballistic galvanometer, and that for the 
theory it was necessary that the magnetic-field should be made 
and destroyed before the disc had moved sensibly. Mr. Boys 
believed that the results of the experiments showed this to be the 
case, since the result of such a movement would be to increase 
the throw on breaking the current, when the disc made an angle 
of less than 45° with the lines of force, and to decrease it when 
the angle was between 45° and 90°; whereas no such variation 
from the theoretical result was observed. 

“On some Thermo-dynamical Relations,” by Prof. W1LL1Am 
Ramsay and Dr. Sypney Youne. In this paper experimental 
proof is given of the following relations: (1) The amount of heat 
required to produce unit increase of volume in the passage from 
the liquid to the gaseous state, at the boiling point under normal 
pressure, is approximately constant for all bodies. (2) If these 
amounts of heat be compared at different pressures, for any two 
bodies, then the ratio of the amount at the boiling point under a 
pressure, p, to the amount at another pressure, p., is approxi- 
mately constant. (3) The products of the absolute temperature 
into the rate of increase of pressure with rise of temperature are 
approximately the same for all stable substances. (4) The rate 
of increase of this product with rise of pressure is nearly the 
same for all stable substances. (5) A relation exists between the 
absolute temperatures of all bodies, solid or liquid, stable or dis- 
sociable, which may be expressed in the case of any two bodies by 
the equation 


T, and Tz being the absolute temperatures of the two bodies 
corresponding to any vapour pressure; Ty,’ and Tx’, absolute 
temperatures at any other pressure, and ¢ a constant which may 
be zero or a small positive or negative quantity. (6) The varia- 
tions from constancy of the expression t az, though small, may 
be expressed by a similar equation. (7) If La, La’, Le, and Ly’ 
represent similar relations of latent heats at different pressures 
the same for A and B, it appears probable that 


In _ Ip 

* +c (Ta Ta) 
(8) The ratio of the heats of vaporisation of any two bodies at 
the same pressure is approximately the same as that of their 
absolute temperatures at that pressure. The authors con- 
jecture that this statement is also true of dissociating bodies. 
A large part of the experimental work consisted in obtaining the 
relation between vapour pressure and temperature of different 


substances, values of ts had been obtained from these observa- 


tions in two ways, by plotting curves with ¢ and p as co-ordinates 
and drawing tangents, and by the method of differences. Prof. 
Perry suggested that the curve should be expressed in such a 
form as B 
7 
log. p= ad — “2 
which Rankine has shown to be a very true expression for the 
relation between pressure and temperature, and that re should 


be obtained from this by differentiation. 

Prof. GuTHRIE ho the authors would experiment upon the 
vapour tensions of mixed liquids, a subject to which he had him- 
self given some attention. 


ABSTRACTS 
OF PUBLISHED SPECIFICATIONS, 1884. 


17019. ‘Holding and supporting incandescent electric lamps.” 
E. Cox-Watxer. Dated December 30. 4d. The body of the 
holder may be made of wood, ebonite, or other suitable non- 
conducting material; two flat metal springs, bent somewhat 
like the shape of the letter UJ, are fitted or dropped into a 
groove in the body of the holder, and terminals attached; the 
loops of the lamps are placed between the tops of the legs of the 
U shaped springs, and two screws, which pass through the sides 
of the body of the holder, nip-the~spring tops together and 
hold the loops of the lamp perfectly firm and tight. 

17077. “Improvements in apparatus for igniting gas by elec- 
tricity.’ P.M. Justice. (Communicated from abroad by C. W. 
Weiss, of America.) Dated December 31. lid. Relates to that 
class of gas lighting apparatus, wherein an electric spark is pro- 
duced by friction between a resinous and a metal plate, or by 
what is commonly known as an electrophorus. - : : 
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17078. ‘ Improvements in insulators for electrical conductors.” 
P. M. Justice. (Communicated from abroad by H. L. James, of 
America.) Dated December 31. 6d. Arranged longitudinally 
on one side of the body of the insulator, and forming a part 
thereof, is a raised portion consisting of ribs located opposite to 
each other, and having their inner edges bevelled inwardly. The 
line wire or an electrical conductor is placed in a slot or groove 
cut transversely or transversely inclined across one side of the in- 
sulator and through the ribs. 


17091. “Improvements in magnetic-electric machines.” . H. F. 
JorLt. Dated December 31. 8d. The inventor constructs a 
dynamo-electric machine with two upright field magnets, bridged 
or joined across by two pole pieces, the armature revolving 
between them, and the whole being suitably mounted with bear- 
ings and base plates. He makes the cores of the field magnets 
of a laminated construction with iron plates, bars, or tubes, to 
prevent or neutralise as much as possible the formation of so 
called “ Foucault,” or eddy currents. He fits the plates, or bars, 
into solid iron pole pieces, and cuts mills, or casts slots, or grooves 
for the purpose in the ends of these pole pieces, into which the 


ends of each plate or bar, or a number of core plates or bars, side : 


by side, are fitted, the whole being secured by bolts. 


1885. 


75. “Improved form of holder and switch combined for incan- 
descent electric lamps.” A. Grunpy. Dated January 2. 6d. 
Relates to the apparatus already described in the Review. 


154. “Improvements in duplex and other systems of electric 
telegraphy.” A.Murmneap. Dated January 5. 84d. Relates to 
the invention described in the present number of the Review. 


276. “ Improvements in telephonic apparatus.” A. P. Price. 
Dated January 8. 4d. Relates to the use and employment as a 
substitute for diaphragms or other arrangements hitherto em- 
ployed for telephonic purposes of an apparatus or chamber her- 
metically closed in which an entire or partial vacuum has been 
produced, and upon the surface of this apparatus or chamber the 
undulations or vibrations of the atmosphere due to sound are 
made to impinge and act upon the surface of the apparatus or 
chamber before mentioned, the effects of such action being com- 
municated along the line to the receiver by the ordinary means or 
methods as is well understoood. 


282. ‘Improvements in electric telegraphy and in transmitting 
and receiving apparatus for working long lines.” A. M. Crark. 
(Communicated from abroad by L. Maiche, of Paris.) Dated 
January 8. 8d. The inventor employs a mechanically operated 
transmitter, which, after each emission of a current through the 
line during a given time, automatically sends through the line a 
current in the opposite direction of proper duration, in order to 
restore the neutral condition of the line before the passage of 
another working current. 


354. “Improvements in combined ets and coils to be 
acted on by currents or signals in electric telegraph apparatus.” 
J. Scortanp. Dated January 10. The inventor arranges 
the magnet or combination of magnets, which may be either 
electro or permanent magnets, so as to have an annular field of 
force in which the lines of force are in directions which are radial 
or in other words across the annular space. The coil which forms 
part of the telegraphic conductor is made in an annular form, and 
is supported so that when no current is passing through it, it is 
partly within the annular etic field, the lines of force of 
which cross its coils at right angles. With this improved arrange- 
ment a given current through the coil will produce a movement 
of the coil in a quicker, stronger, and more distinct manner than 
with ordinary arrangements, the action between the current in 
the coil and the magnetic forces being more completely effective, 
without the action of one part of the field interfering with that 
of another part. 


457. “Improvement in the generation or production of elec- 
tricity.” G. F. Reprern. (Communicated from abroad by 
Messrs. Wirth and Co., of Frankfort-on-the-Main, agents for A. 
Bernstein.) Dated January 13. 8d. The inventor avails himself 
of the heat which is produced by any combustible material in 
order to heat a compound of hydrogen until dissociation takes 
place, and he then uses the products of the decomposition as elec- 
trodes of a galvanic cell. 


487. “Improved method of and appliances for maintaining 
direct electrical communication between the shore and any vessel 
or floating object by means of a telegraph cable having an un- 
broken insulated electrical conductor, and for preventing the 
twisting or kinking of such cable.” F. Lz Breton BEpWELL. 
Dated January 13. 8d. Two ends of the telegraph cable are 
attached to swivels or balls at the ends of a cylinder, or to one 
fixed end and one swivel or ball, and the insulated conductor or 
conductors of the cable are jointed to the ends of the insulated 
wire or wires contained in the case or cylinder in such a manner 
as to form one or more continuous electrical conductor or con- 
ductors extending the entire length of the cable, and connections 
from the transmitting instrument at one end to the transmitting 
instrument at the other end. 


652. ‘ Improvements in telephone transmitters.” T. J. Hanp- 
FoRD. (Communicated from abroad by E. H. Johnson, of New 
York.) Dated January 16. 6d. The object of the invention is 


more especially to produce, for the transmission of articulate 
speech, a practical and efficient telephone transmitter, employing 
electrodes of platinum or other suitable metal, at which the cir- 
cuit in which the said electrodes are situated is opened and closed 
by the movement thereat. 


1053. “ Improvements relating to the application of electricity 
fo. keeping steam-boilers free from incrustation. W. R. Lake. 
(Communicated from abroad by A. E. E. Jeannolle, of Calais.) 
Dated January 24. 6d. The shell of a boiler is placed in com- 
munication with the positive pole of the said battery by one con- 
ducting wire, whilst the negative pole of the battery communi- 
cates through another conductor with the liquid contained in the 
said boiler or generator. 

1209. “ Improvements in insulators for attaching electric wires 
to posts.” G. Barker. (Communicated from abroad by J. W. 
Tringham, of Canada.) Dated January 28. 4d. B represents a 
cross arm for supporting the conductors, ¢ is a common pin in 
which is cut a slot in a similar manner to that described in the 
specification of invention No. 2639 of the 2nd February, 1884, for 
“Improved means for supporting and insulating electrical con- 
ductors.” Having cut the slot, p, the inventor then inserts a 


See 


suitable piece of insulating material, ©, such, for instance, as 
India rubber, which encircles the wire, F. He then screws on the 
waterproof metal cap, kK, which, it will be noticed, is tapered 
inside so that as it is serewed down it draws the two sides of the 
slot, p, together, and secures the wire, ¥, tightly in position. The 
cap, K, is made like a plug hat with a good rim to keep the rain 
off. 


6371. “ Improvements in electric arc lamps.’ P. Jensen. (Com- 
municated from abroad by V. Golitzinsky and P. O. Rymascheff- 
sky, both of Moscow.) Dated May 23. 8d. This invention is for 
a new differential electric arc lamp. 


6554. Improvements in telephonic circuits.” 8S. P. Tuomp- 
son. Dated May 29. 4d. Has for its object to neutralise the 
self-inductive effects and tendency to sparking, in direct working 
telephonic systems, arising from the magnetism of the electro- 
magnetic coil in the receiver, and from the self-induction of the 
line wire, and this is effected by compensating the circuits. In 
the fig. the electro-magnet in the receiver, R, constitutes with the 
line, L, one branch of the balanced circuit and the electro-magnet 
wound upon the core, c, c!, constitutes the other branch. The 
electro-magnet should preferably be so wound that the ratio of its 


co-efficient of self-induction to its resistance should be at least as 
great as, or greater than, the ratio of the co-efficient of self-induc- 
tion of the line and of the coils of the receiver taken together, to 
the total resistance they offer. ‘he transmitter and battery are 
outside the balanced circuit, the current from the battery passing 
through the transmitter to, a, where the balanced circuit divides. 
In general it is preferred that the coil of the balancing electro- 
magnet should be wound of many turns of thick wire, so as to 
have a small resistance and yet a high co-efficient of self-induc- 
tion. There should also be plenty of iron in the core, which should 
be a long one, and for this purpose need not be made up of bundles 
of thin wires. 


6555. “Improvements in voltaic batteries.” T. J. Jones. 
Dated May 29. 6d. Consists in constructing the supports for the 
active material of an inoxidisable or but slightly oxidisable sub- 
stance such as India rubber, gutta percha, Xylonite, &c., or com- 
pounds containing these substances in which are embedded, or 
which cover or protect copper wires, strips, or other forms of con- 
ductive material in such a way that the latter is protected from 
oxidation, the said wires, strips, or other conductor so embedded, 
covered or protected, being in electrical connection with the active 
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material by means of gold or platinum locally applied either as a 
film or coating to exposed portions of the conducting wires or 
strips, or applied as a coating to branch wires connected to the 
main wire or strips and projecting through the inoxidisable sup- 
port into or against the active material. 

8128. “An improved switch for electric circuits.” E. ZELLER. 
Dated July 4. Consists in forming a spring switch for tem- 
— opening and closing electric circuits, and more especially 

or use in connection with incandescence lamps, by the use of a 
dished plate of metal suitably secured and provided with a knob 
or handle, so that in one position of equilibrium it makes contact 
with the terminal of the circuit, and in the other position of equi- 
librium it breaks the circuit through it and such terminal. 


8727. “Improvements in and connected with the construction 
and application of electric incandescent lamps.” P. M. Justice. 
(Communicated from abroad by I. W. Heysinger and J. Pusey, 
attorney, both «f America.) Dated July 28. 8d. Relates to the 
construction and application of electric incandescent signs, adver- 
tising devices, &c. 

8812. “Improvements in synchronous multiplex printing 
telegraphy. Sypney Pirr. (Communicated from abroad by 
P. B. Delany, of America.) Dated July 21. 6d. Relates to the 
apparatus described at various times in the Review. 


11300. “ Improvements in dynamo-electric generators.” T. 
J. Hanprorp. (Communicated from abroad by R. H. Mather, 
of America.) Dated September 23. 6d. Consists in the com- 
pound winding of the field-magnet, whereby the latter becomes a 
differential electro-magnet. 


11224, “ Improvements in electric baths.” M.Humm. Dated 
September 22. 4d. Relates to a modification of patent No. 265, 
A.D. 1884, entitled Improvements in electric baths. 


12170. “ An improved galvanic battery.” H. J. ALutson. 
(Communicated from abroad by E. M. Gardner, of America.) 
Dated October 13. 8d. The principle of the invention is to 
provide a partition which shall offer the least resistance to the 
current while at the same time ample path for the transference of 
matter, and which shall be of a material not itself chemically 
alterable by or capable of chemically altering the fluids in which 
it is immersed. The inventor therefore uses a porous partition of 
conducting material or containing conducting material, for which 
purpose he finds carbon to be preferable. 


12192. “Improvements in electrical railways.” J. F. 
McLaveutin. Dated October 13. 8d. Consists of certain 
improvements in electrical railway systems, the main object of 
the invention being to provide for the running of a larger number 
of cars on a circuit, with the motors in multiple arc, than is 
possible in the ordinary way. 


12193. 


“Improvements in electric temperature regulators.” 
W. P. Toompson. (Communicated from abroad by C. A. Tucker, 
of New York.) Dated October 13. 8d. The object of this 
invention is a new and useful device for changing the air inrooms, 
halls, churches, and other structures, by providing a sheltered 
chamber open to the outer atmosphere, and a passage between it 
and the place in which it is desired to regulate the temperature, 
and means to open and close such passage automatically by the 
employment of an electric current. 


CORRESPONDENCE. 


Electric Bells. 


In experimenting on the short circuit method of 
working electric bells, I have invariably found that it 
produces a very much feebler motion of the hammer 
than the ordinary method of making and breaking the 
circuit affords. As these short circuit bells are largely 
used with indicators in hotels and mansions, perhaps 
some of your practical correspondents can explain the 
reason, and the remedy if there be one. 
J.W. J. 


Birmingham, December 18th, 1885. 


Re Electrical Formule. 


Mr. Andersen’s communication of last week must be 
deemed, I think, very weak. Instead of defending his 
term figure of merit he prefers, rather, to quibble 
about the wording of my last letter, and by putting a 
wrong interpretation upon my words to accuse me of 
mistakes. He also misrepresents my meaning by 
quoting only portions of sentences. Further, by way 
of beating round the argument, he quotes a train 
lighting episode, putting, in this instance, an interpre- 


tation upon the words which scarcely could have been 
the author's meaning. 

It is useless for Mr. Andersen to plead that his for- 
mule are for use only in the construction of dynamos, 
since the following frequently recapitulated sentence of 
Mr. Andersen’s proves the contrary :—“ I think such a 
figure would be of great use to all who are working for 
the improvement of this comparatively new class of 
machinery, be it as constructors or as testers, not to 
speak of the interest it would have to the users of 
dynamos to be able to, by a single test, compare the 
merit of one type with that of another. Further, such 
controversies as have taken place occasionally in the 
technical journals as to the value of certain construc- 
tions—erempli gratia the Ball unipolar—would, if 
electricians had agreed upon a general figure of merit, 
be more likely than they are at present to terminate in 
a practical result.” 

From the preceding it is obvious that Mr. Andersen 
then proposed to use this particular quality of dynamos 
as a general criterion by which the values of machines 
of different types might be determined. But is it at 
all probable that dynamo makers will consent to have 
their machines valued by this one quality alone ? Tha 


wa 
fact that the F wat om 
would neither ensure that it would perform work 
cheaply nor that it was reliable. 

In his last communication Mr. Andersen says “ he 
has shown that the annual expenses on dynamos in 
work, so far as they depend upon electro-magnet cor- 
struction, are theoretically as the reciprocals of the 
coefficients of the different types of machines.” But 
he has done nothing of the kind; because his ex- 

wa 


ressi 
pression F + wm 


machine with a small armature moving in a strong 
magnetic field and performing little, or no, external 
work ; whereas several of the recent and most efficient 
machines rely upon a weaker field and a comparatively 
large armature. 

I must again insist that machines of different types 
must perform work at the same rate while their com- 
parative values are being determined ; otherwise such . 
absurdities will be introduced as that shown in 
according to 
wartwm 


which by increasing the waste in the armature at the 


of a machine was large 


would be a maximum ina 


Mr. Andersen’s formula F 


expense of the external work, -—_————_ is in- 


creased ; so that, in this case, the figure of merit is 
increased by making the machine less efficient and 
less economical. 

Mr. Andersen asks the question “which are the 
duties or circumstances in connection with dynamos 
that would make a determination of the economic 
value of the machines useless or unimportant?” I 
know of none; nor have I suggested that there are 
any. What I have tried to impress upon Mr. 


Andersen is, that his letter F, or formula F _ - =s... -. 

watwm 
does not express the economic value; not that the 
economic value is unimportant. 

To me it is evident that there is a certain proportion 
between the effective strength of field and the amount 
of conductor on the armature, which would produce 
the most economical result ; and that either an increase 
or a decrease of the effective strength of the field 
would produce a result less economical. 

The term “ figure of merit ” is used in telegraphy for 
the reciprocal of the current which will actuate a relay 
or produce unit deflection in a galvanometer. This 
term in telegraphy refers to the sensibility and not to 
the efficiency or economic value of the apparatus. 
Consequently, if the term was used as Mr. Andersen 
wishes, the same term would be used for two different 


urposes. 
P W. Moon. 


. 
| 
= 
& 
“ 
| 
q 


\ 


DECEMBER 26, 1885. ] 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW—INDEX. 


BANDONED erial wires, 460 


Abel, Sir Frederick, on mine accidents, 467 
Accident, Another, 522 
= at Earl’s Court, 199, 257 
» in an electric light tower, 196 
» on an electric tramway, 153 
me to an engineer, 105 
Accumulator-electrodes, 368 
Accumulator, Something like an, 11, 35 
Accumulators, Charge and discharge of, by 
MM. Crova and Garbe, 113 
Acts of bravery by telegraphists, 220 
Adie’s patent steel-toothed belting, 217, 241 
Advantage of electric lighting to cities, 
130 


Against the laws of Nature, 547 

A general law, 449 

Alexandra Palace International Exhibition, 
33 

Alleged drowning of a telegraphist, 220 

Allen engine and Kapp dynamo, Combined, 
‘96 

Alternating currents from continuous cur- 
rent machines, 29 

American Bell Telephone Company, 379 

boiler tests, 142 


ae Electric Light Association, 317 
eS Exhibition, London, 1886, 13 
patent law, 379 


i telephone patents, 279, 298, 305, 
312, 325, 339, 340, 365, 379, 395, 
418, 445, 480, 521, 524, 546 
Ampére and voltmeters, New, 218 
Ampéremeter and voltmeter, A mercurial, 
by P. Meardi, 30 
A simple, 139 
Ampér emeters, Practical calibration of, 168 
Andersen, F, V., On some practical electri- 
cal formule, 388, 409, 430, 446 
Anglo-American Brush Electric Light Cor- 
poration, 341 
* Another martyr to science,” 35 
Another telephone transmitter, 190 
Antwerp Exhibition, 341 
Are lamp, The Henneburg-Lorenz, 288 
Are lamps and carbons, 12 
Are lamp, The Brockie-Pell “ Universal,” 
546 
Are lamp suspender, 239 
Army telegraphs, 151, 494 
Assault at the Inventions Exhibition, 105 
Atlantic cable competition, 199 
Atomical magnetism and electricity, 415 


‘ Attending church by telephone, 317 


Awards at the Antwerp Exhibition, 221 
at exhibitions, 172 


| oe Electric Light Company, 317, 520 


Ball of electric fire, 382 

Ball machine, 178 

Bambouxera again, 544 

Bankruptcy proceedings, 398 

Banquet to the New United States Minister, 
35 


Bartholdi’s “ Liberty,” 132 
Batteries, Directions for erecting and main- 
taining storage, 95 


- for electric lighting, Primary, 
82, 209, 247, 339 

a Primary and secondary, 474, 547 
e secondary, The cost of, 33 

The life of, 33 

és for street cars, 130 
Batter y, Bazin’s rotative, 68, 84 
ee Compound galvanic, 380 


constants, Simultaneous determi- 
nation of, 169 
" The Jablochkoff, 65, 130 
» The Kauffer-Goldner, 199 
» test, 171 
Bazaar attractions, 543 
Bazin’s rotative battery, 68, 84 
Beeman, J. S., On compound winding of 
dynamos, 266 
Bell again triumphant, 104 
Belting, Adie’s steel-toothed, 217, 
Bentley- -Knight electric railway, 258 
Berne administration, 12 


INDEX. 


Bernstein lamps, 83, 106 
Berthoud-Borel cables, 300 
Bessbrook-Newry electric tramway, 246, 
258 
Best form of dynamo, 259 
Betrothal, 179 
Bichromate batteries, 460 
Blackpool electrical tramway, 83, 105, 131, 
199, 233, 260, 296, 380, 397, 419, 
459, 482, 544 
Blavier, M., Upon the influence of storms 
upon underground telegraph lines, 
27 
Blowing up Hell Gate, 321 
Blowpipe for soldering electric light wires, 
493 
Boiler tests, American, 142 
Book of electrical diagrams, 341 
Boycotting in Ireland, 279 
Bradford new Post Office, 502 
Bright augury, 341 
British Association Meeting, 33, 130, 205, 
237, 260 
BritisH Association, Papers read before 
the— 
Atmospheric electricity, by Prof. Michie 
Smith, 252 
British Association standard gauge for 
small screws, by Edward Rigg, 329 
Constant gravitational instruments for 
measuring electric currents and 
potentials, by Sir Wm. Thomson, 
286 
Contact electricity in common 
vacuum and different gases, by 
J. T. Bottomley, 276 
Cooling of wires in air and in vacuum, 
by J. T. Bottomley, 253 
Domestic electric lighting, by W. H. 
Preece, 274 
Development of the pneumatic system 
as applied to telegraph purposes, 
by J. W. Willmot, 306 
Electrical standards, Report of Committee 
on, 253 
i. theories, by Prof. J. J. Thom- 
son, 286 
Electric light and atmospheric absorp- 
tion, by Prof. W. Grylls 
Adams, 292 
» lighting and the law, by Dr. 
Lewis Edmunds, 255 
» safety lamps for miners, by J. 
Wilson Swan, 254 
Electro-centrifugal machine for labora- 
* tory use, by Alex. Watts, 307 
» Optic action of a charged Frank- 
lin’s plate, by J. Kerr, 307 
Employment of Mance’s method for 
eliminating the effects of polarisa- 
tion to determine the resistance of 
the human body, by Dr. W. H. 
Stone, 252 
Generation of a voltaic current by a 
sulphur cell with a solid electro- 
lyte, by Shelford Bidwell, 275 
Magnetic survey of Scotland, 354 
Measurement of the horizontal component 
of the earth’s magnetic field, by 
Thomas Gray, 287 
Method of multiplying potential from a 
hundred to several thousand volts, 
by Sir Wm. Thomson, 287 
Modification of the Daniell battery, 
using iron as_ electro-positive 
element, by J. J. Coleman, 306 
Molecular distances in galvanic polari- 
sation, by J. Larmor, 285 
New form of galvanometer, by Prof. 
James Blyth, 285 
Optical theories, by R. 
32 2g) 
President’s address, 225 
Professor Chr ystal’s. to the 
Mathematical and Physical sec- 
tion, 245 
Relative merits of iron and copper wire 
for telegraph lines, by W. H. 
Preece, 271 
Remarkable occurrence during athunder- 
storm, by J. Bedford Elwell, 275 


T. Glazebrook, 


British 
Sensitiveness of selenium to light and 
the development of a similar 
property in sulphur, by Shelford 
Bidwell, 326 
Some actions of a Grove’s “as battery, by 
Prof. Wm. Ramsay, 307 
Specimen of almost unmagne’ tisable steel, 
by J. T. Bottomley, 275 
Standard of white light, Report on the, 
307 
Structure of mechanical models, illus- 
trating some properties of the 
ether, by Prof. G, F. Fitzgerald, 
370 
System of periodic clock control on tele- 
phone or telegraph wires, by Prof. 
W. F. Barrett, 353 
Thermo-dynamic efficiency of the thermo- 
pile, by Lord Rayleigh, 252 
Brockie-Pell “ Universal”’ are lamp, 546 
Brooklyn underground wire commission, 
320 
Brush are lamp, 319 
» electric light property, 479 
» Shares, 450 
Bunsen photometer, Modification of the, 
523 
Burning of a telephone exchange, 395 


ABLE— 


Aberdeen and Shetland Islands, 59 
Canary Islands, 318 
The Commercial, 280 
communication between the United 
States and Brazil, 130 
competition in the Atlantic, 199, 218, 
239, 26 
data, 59 
duplex system, Muirhead’s improved, 537 
Duplication of the South African, 199 
The first Atlantic, 104, 128, 152 
A German-American, 458 
Halifax-Bermuda-Jamaica, 480 
for the Indian Government, 220 
Interecolonial, 480 
operations, 198 
Unobserved, 81 

Pacific Ocean, 128 
Persian Gulf, 104, 380, 420, 438, 458, 480 
rates, 11, 178, 438 

» to Australia, 397 

» Mr. Cyrus Field and, 341 
repairs, 11, 282 
scheme revived, An old, 220 
ship Buccaneer, 221 

» Dacia, 397, 418 

» Internatic. al, 11 

»» Mirror, 544 

»» Monarch, 200 

», Recorder, 257 
The Spanish, 418 

» Sunk Light, 359 
system, Suggested international, 280 
A Western Australia, 298 


CABLES— 


Berthoud-Borel, 300 
broken at Suakin, 128 
to the Cape, 33 
Central and South American, 11 
Direct Spanish, 350 
Submarine, 206 
West African, 198, 280, 340, 380, 425, 477 
» Indian, 220 
Calculating machine, A new, 239 


Callender’s American establishment, 250 
Calometric measurement of glow lamps, by 


Wilhelm Peukert, 65 


Canadian electrical railway, 154 
Carbon filaments, Firmness and density of, 


190, 199, 212 


Cardew’s voltmeter, 34 
Carelessness, 179 
Central station lighting in Switzerland and 


Italy, 534 
Chandler high speed engine, 521 
Change of Government, The, 1 
Charge and discharge of accumulators by 
MM. Crova and Garbe, ? 


| 
| 
4 
| 
re 
4 


a ELECTRICAL REVIEW—INDEX. 


THE TELEGRAPHIC JOURNAL AND 


[DECEMBER 26, 1885. 


Charge for telegrams, 543 
Charterhouse Science and Art Schools, 300 
Cheap telephones, 104 
» telephony in Sweden, 31 
City and Guilds of London Institute, 501 
Technical Col- 
lege, 83 


” ” 


Crry Nores— 

American, British and Continental Cable 
Company, 156, 181 

Anglo-American Brush Electric Light 
Corporation, 135 

Company,85, 
132, 3. 

Telephone Company, 


” 


Blackpool Electric Tramway Company, 


Brazilian Submarine Telegraph Com- 
pany, 110, 343, 362, 401, 505 
British Insulite ‘Company, 37 
» Spiral Telephone Wire Syndi- 
cate, 37 
Consolidated "Telephone Construction 
and Maintenance, 86, 383 
Cuba Submarine Telegraph Company, 
85, 107 
Devon and Cornwall Electric Light and 
Power Company, 242 
Direct Spanish Telegraph Company, 362, 
399 


» United States Cable Company, 61, 
109, 321 
Extension, Australasia and 
China Telegraph Company, 
15, 301, 383, 402, 420, 505, 
526, 548 
ie and South African Telegraph 
Company, 62, 422 
9 Telegraph Company, 15, 37, 
60, 110, 321, 383, 526 
Edison and Swan United Electric Light 
Company, 110, 134 
Edison’s Indian and Colonial Electric 
Company, 505 
Electric Sun Lamp and Power Company, 
281, 383, 402 
News Tel legraph Company, 282 
Globe ‘Telegraph and Trust Company, 
62, 85, 108, 301 
Great Eastern Syndicate, 156 
» Northern Telegraph Company, 181, 
223, 483, 548 
Hammond Electric Light and Power 
Supply Company, 282 
India Rubber, Gutta Percha and Tele- 
graph Works Company, 85 
Indo-European Telegraph Company, 343 
Jarman Electrical Company, 402 
Lancashire and Cheshire Telegraph Ex- 
change Company, 181, 201, 348, 
362, 526 
London and Globe 'Telepbone and Main- 
tenance Company, 362 
»  Platino - Brazilian Telegraph 
Company, 223, 402 
Manchester and District Edison Electric 
Light Company, 223 
Maxim-Weston Electric Company, 383 
Mediterranean Extension Telegraph 
Company, 548 
Montevidean and Brazilian ‘Telegraph 
Company, 62 
National Telephone Company, 154, 343 
Pilsen-Joel and General Electric Light 
Company, 422, 461 
Provincial British Electric Light and 
Power Company, 282 
Pyramid Electric Company, 260 
Railway Electric Appliances Company, 
107 
Reuter’s Telegram Company, 362 
South Eastern Brush Electric Light and 
Power Company, 242 
Spanish National Submarine Telegraph 
Company, 483, 526 
Submarine Cables Trust, 321 
Company, 86, 106, 
134 
Swan United Electric Light Company, 
526 
Construction and Maintenance 
Company, 62, 383 
Telephone Company of Ireland, 422 
United Telephone Company, 402 
Volta Electrical Company, 483 
West Coast of America Telegraph Com- 
y, 15, 62, 548 
Western Union Telegraph Company, 15, 
422 


Eastern 


City Nores—continued. 
West India and Panama Telegraph Com- 

pany, 383, 422, 440 

Classification of telegrams, 317 

Claverie, M. Ch., On magnetisation pro- 
duced by the discharges of con- 
densers, 429 

Climatological observations and their rela- 
tion to health, 14 

Coal consumption on elevated railways, 
438 


Code telegrams, 325 

Colonial Exhibition, 1886, 320 

Combined resistances, by Thomas Paul, 
371 


Comparison, 176 
Compass and umbrella, 199, 281, 301 
Competitive tests of dynamos, 431, 451 
Compound galvanic battery, 380 
winding of dynamos, by J. 
Beeman, 266 
Be wound dynamos, 265, 281, 285, 


449 
Consolidation of electric lighting com- 
panies, 197 
Co-operative telephony, 31 
Copper v. iron telegraph wires, 319, 396 
» resistance by false zero method, by 
Edward Raymond-Barker, 311, 
329, 490 
» resistance by false zero method, by 
C. E. Rimington, 392 
» _ Wire, Resistance of, 534 
Copyright in telegrams, 14 
Cornell tangent galvanometer, 416 


CoRRESPONDENCE— 


Aerial electrical signalling apparatus, by 
Wn. J. Hammer, 136 
Andersen’s electrical formule, by W. 
Moon, 466, 507, 
550 


formule, by F. V. 
Andersen, 486, 
530 


formule, by Gnan, 
530 
Bell’s patents in America, by W. C. Bar- 
ney, 466 
Brooks’s underground cable system, by G. 
A. Hamilton, 158 
sig underground cable system, by 
H. C. Frempt, 244 
Cheap telephony, by N., 88 
Compound wound dynamos, by 8. A. Var- 


” ” 


” 


» 
Swinburne, 
303 
Cooling of wires in air and in vacuum, 
by Henry M. Sayer, 284 

Culley’s Handbook of Practical Tele- 
graphy, by Telegraphist, 184 

Dangers of secondary generators, by 
Elihu Thompson, 384 

Dangers of secondary generators, by J. 
A. Fleming, 403 

Dangers of secondary generators, by 
Ww Ayrton and John Perry, 
404 

Distribution of electrical energy, by 

Paris and Scott, 88 


» electricity by  induc- 
tional transformers, by 
F. de Wolffers, 158 

99 » energy, by K. T. L., 184° 

rs » electricity by secondary 


generators, by J. A. 
Fleming, 283 
» electricity by 
generators, by O. 
Blathy, 284 
Double pole switches, by John B. Verity, 
183 


Edison’s electric meters, by “ Circleville 
Meter-Man,”’ 19 
Electrical echoes, by ‘One Who Knows,” 
486 


Pe measuring instruments, by Dr. 
Julian Donath, 159 
by M. Herrmann, 


Electric bell a by King, Mend- 
ham & Co., 244 


CoRRESPONDENCE—continued. 


Electric bells, by E. Duchamps, 87 
550 


a light in the Law Courts, by A. 
Grundy, 224 

» leads, 486 

ae »» carbons, by Geo. Annesley 


Grindle, 424 
~ lighting in America, by W. 


Oswald, 39 

» the United States, 
by John H. 
Alley, 404 


» signalling from a balloon, by 
Eric 8S. Bruce, 159 
‘i signalling from a balloon, by 
B. H. Thwaite, 183 
Electro-plating, by “A. F.,’’ 508 
Elieson’s electric tramcar system, by M. 
Holroyd Smith, 530 
Experiments with are lamps, by G. A. 
Nussbaum, 112 
Fitz-Gerald’s secondary battery, by Des- 
mond G. Fitz-Gerald, 384 
Future source of electric energy, by E. 
Aldred Williams, 323 
Hedges’s steam gauge, by Killingworth 
Hedges, 88 
High speed engines, by Laing, Wharton 
and Down, 323 
Hydro electric meters, by Henry A. Kent, 
423 


Indication of air bubbes in cast iron, by 
A. G. B., 224 
Inductional transformers, by O. 'T. 
Blathy, 204 
Induction or leakage, by W. J. Sandy, 88 
183 


T. Angelo, 112 
Arthur E. Cotte- 


” ” 


” ” ” 


rell, 204, 224 
Irish’s telephone, by W. Dierman, 244, 
262 
” » J. G. Lorrain, 262 


is transmitter, by N. Macadam, 224 
Last Telephone Suit, by “ Telephonist,” 


” 


Law of magnetic attraction, by “ K. G., 
507 


Life of lamps at Law Courts, by “ X,” 
262, 302 


Lighting at Ashton Court, by W. T. 
Henley’s Tele- 
graph Works Co., 
24-4 

Court, by Walter 
T. Glover & Co., 
244 

Lightning conductors, by E. W. Becking- 

sale, 262, 344 
302 

Magnet steel, by ‘“ Magnet,” 322 

F. W. Cooke, 344 

Henry C. Elliott, 364 

» A. F., 364 
Martin’s switch, by C. R. Heap, 136 
Meardi’s ampéremeter, by P. Meardi, 87 
” ” ” A. E. Conti, 
112 
» L. Millen, 112 
Mechanical telephones, by “ Telepho- 
nist,” 159 
Patents (Amendment) Act, 1885, by Thos. 
J. Handford, 304 
Photos from tracings, by Chas. Louis 
Hett, 384 
Possible dangers from secondary gene- 
rators, by “ Zemba,”’ 322 

Primary and secondary batteries, by W. 
Kingsland, 424, 
529 

batteries by Des- 
mond G. Fitz 
Gerald,444, 508 

Radiations emitted by incandescent car- 

bons, by Alex. P. Trotter, 64 
Recent sale of Hammond Company’s 
effects, by Wheatley Kirk, Price 
and Goulty, 424 
Recorders, by F. Pescod, 508 
Reis’s telephones, by Silvanus P. Thomp- 
son, 243, 284, 344, 
384 

» G. R., 262, 304, 364 

Thos. G. Handford, 
304 


” 


” 


” 


j 
ac 
| 
A 
4 
” ” 
Grundy, 
284 
ey, 322 
ce » J. S. Bee- 
309 
man, 322 
303 
4 ” ” ” » J. S. Sel- 
=o lon, 303 


DECEMBER 26, 1885.] 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW—INDEX. 


CORRESPONDENCE—continued. 
Risks in Trans-Atlantic telegraphy, by 
E. H., 224 
Secondary batteries and electric lighting, 
by David Salo- 
mons,159 
» €lectric lighting, 
by F. Geere 
Howard, 18, 64 
» electric lighting, 
by Henry Al- 
bert, 19 
= » electric lighting, 
by Fredk. 
Walker, 19 
» electric lighting, 
by Bernard 
Drake, 39 
electric lighting, 
by Sydney F. 
Walker, 40 
Secondary battery patents in America, by 
Baldwin, Hopkins 
and Peyton, 20 
»  patentsin America, by 
John S. Sellon, 20 
Secondary generators or transformers, by 
L. Gaulard, 263 
», transformers, by 
L. Gaulard and 
E. Dixon 
Gibbs, 263,404, 
508 
», transformers, by 
Chas. Ziper- 
nowski, Max 
Deri and Otto 
T. Blathy, 324, 
465 
Society of Telegraph Engineers and Elec- 
tricians, by A. S. T. E., Member 
of Society of Arts, 323 
Submarine cable data, by Siemens Bros. 
& Co., 64 
Swan lamps, by Please ?”’ 323 
» Flood Page, 344 
aie a » A. R. Margary, 364 
Telephone companies’ addresses, by A. 
Williamson, 204 
Telephonic charges, by C. T. S., 183 
Thompson’s electric light switches, by 
Zemba,” 322 
Transformer system of distributing elec- 
tricity, by W. B. Esson, 157 
Trembler bells in series, by Sydney F. 
Walker, 40 
Underground wires in America, by H. C. 
Frempt, 39 
Warning, by W. Leonard, 424 
Wimshurst machines, by James Wims- 
hurst, 20 
Course of true love, &c., 131 
Creditable work, 523 
Creil tests, 544 
Cross, Chas. R., on experiments with the 
thermal telephone, 386 
== se » and Page, James, on the 
measurement of the 
strength of telephone 
currents, 412 
Crova and Garbe, MM., On the charge and 
discharge of accumulators, 113 
Cruto incandescence lamp, 137 
Curious accident, 438 
disconnection, 544 
2 electro-chemical phenomenon, 320 
Current measurer, On a new, by M. F. de 
Lalande, 377 
Cutting wires in Washington, 106 
Cyrus Field’s libel case, 460 


” ” 


7" electric railway at Baltimore, 69 


» motor, The, 34, 280, 380, 398, 481 
Dangers of underground cables, 525 
Davey prime motor, 332 

» safety motor, 502 
Davis and Timmins, Limited, 481 
Defects in electrical measuring apparatus, 
42 


Defences of the Canton River, 132 

Defrauding workmen, 461, 495 

Defunct electrical companies, 201 

Delany’s synchronous multiplex printing 
telegraph, 308 

galvanometer, A new, 


Deprez, Marcel, on experiments on trans- 
= of power by electricity, 
1 


Determined to have the electric light, 525 
Direction of lightning, 130 
Directions for erecting and maintaining 
storage batteries, 95 
Disappointed telegraphists, 321 
Discovery of electro-magnetism, by H. 
Lutteman, 512 
Distribution of electrical energy, 59 
electricity, 113, 178, 280 
sé » light, 319 
Diwisch, Procopius, 390 
Double pole switches, 179 
Drawbaugh telephone case, 340, 521, 546 
Duty of a professor, 199 
Dynamo armatures, 347, 406, 429 


oe Invention of the, 299 
99 tests at Philadelphia, The recent, 
492 


Dynamos, Competitive tests of, 431, 451 

Fe Compound winding of, by J. 8. 
Beeman, 266 

i Compound wound, 265, 281, 285, 
AAD 

” and engines, 460 

” Small, 494 

” Tests of, at Philadelphia, 450 

” Waterbury watches and, 398 


ARTH currents, 428 


Economical lamps, 298 
Economy of fuel, 521 
Edinburgh University, 221 
Edison electrical meter, 12 
pa incandescent system, 376 
mee light, 241 
™ -Swan lamp, 238 
Efficiency and duration of incandescent 
lamps, 233, 250, 313, 333 
Effects of over-heating, 200 


ELectric— 
are lamp frictional clutch, by Edward 
P. Thompson, 70 
advertisements, 176 
bell indicator, 222 
boat at Brooklyn, 482 
. break, 341 
burglar alarm acts, 544 
distribution, Elihu Thomson’s system of, 
366 
Engine Company, 398 
fire, Ball of, 382 
front sight for fire-arms, 33 
governor for steam engines, 408 
hand lamp, Merryweather’s, 339 
head lights in Russia, 420 
indicator, A useful, 13 
lamps for mines, 12 
launches, 83, 214, 501 
lighthouses, 14, 196 
locomotion, by A. Reckenzaun, 385, 407, 
25, 445, 470 
log, 338 
machinery, Vibration of, 460 
motor company, A new, 221 
» The Daft, 34, 280, 380, 398 
 Elieson’s, 397 
» tests, 106 
motors, 299 
organ, An, 189 
» in animals, 519 
power in the States, 150 
railway appliances, 185, 221 
os The Bentley Knight, 200, 258 
‘i at Brighton, 72 
os The New York, 228 
ee at Toronto, 281 
= at Yarmouth, 13 
railways in practice, 259 
resistance of copper at very low tem- 
peratures, by 8. von Wroblewski, 
494 


rifles, 83 
search lights in New Zealand, 31 
signalling apparatus, Micklewright’s 
erial, 25 
Pe from balloons, 83, 200 
signals, 341 
street railway in Philadelphia, 231 
tramcar, Reckenzaun’s, 523, 545 
tramcars, by A. Reckenzaun, 2, 33 
in Boston, 525 
je in New Zealand, 180 
tramway, The Bessbrook-Newry, 246 
9 at Blackpool, 83, 105, 131, 199, 
233, 260, 296, 380, 397, 419, 
459, 482, 544 


ELecrricaL— 
appointments, 241 
crane, by Hippolyte Fontaine, 117 
engineering at King’s College, 300 
9» » University College, 60 
exhibition, Another Paris, 459 
experiments, Post-mortem, 82 
fire damp indicator, 44 
formule, On some practical, by F. V. 
Andersen, 388, 409, 430, 446 
furnace for reducing refractory ores, 372 
instrument making, Special tools for, 316 
instruments, Storms and, 82 
lectures, 398 
measurements by photography, Regis- 
tration of, 44 
measuring apparatus, Defects in, 42 
Pa instruments, 34, 511 
meter, Edison’s, 12 
protection of defective cables, 210 
railroads in Paris, 200 
standard for measuring light, 469 
tell-tales, 178 
transmission of power, 14, 59, 153, 178, 
381, 385, 407, 425, 438 
is from Niagara, by Benjamin 
Rhodes, 206 
transport of goods on erial tramways, by 
Prof. Fleeming Jenkin, 350 
Electrically illuminated war balloons, 59 
propelled cars, 60 
Evectric Ligut— 
and atmospheric absorption, by Prof. W. 
G. Adams, 292 
brought home to us, 319 
for building by night, 543 
on the Canton River, 192 
in the Chinese navy, 56 
Determined to have the, 525 
Economy of the, 316 
engines at the First Avenue Hotel, 536 
Football by, 395 
v. gas, 279 
and gunnery, 33 
at Guy’s Hospital, 317 
and health, 512 
Lawn tennis by, 31 
Lord Randolph Churchill and the, 238 
in naval warfare, 10 
a necessity, 31 
in Philadelphia, Vetoing the, 31 
Photographing by the, 81 
for photographing gun interiors, 196 
property, Brush, 479 
on railways, 355 
and science teaching, 300 
show room, 209 
Signalling by the, 399 
in the Suez Canal, 436 
Mr. Sugg on the, 416 
switches, 269 
tests, Some, 472, 487 
They would have the, 151 
tower, Accident in an, 196 
in warfare, 167 
War vessels and the, 197 
Evectric LigHTinc— 
Act, 57, 339, 362 
atthe Alexandra Palace, 237 
of the Algona, 57 
at Ashton Court, 163, 219, 281 
of the Aquidaban, 185 
in art galleries, 151 
for athletic grounds, 151 
in a ball room, 547 
in Birmingham, 483 
at the Birmingham Cattle Show, 483 
at Blackpool, 316, 500, 520 
in bleach works, 197 
in Boston, 436 
at Bournemouth, 520 
of a Brazilian ironclad, 185 
at Brighton, 30, 543 
of the British Museum, 176 
in Brooklyn, 80, 151 
in Canada, 358 
Central station, in Switzerland and Italy, 
534 
in Chatham Dockyard, 151 
in Chicago, 436 
in the City, 47, 127, 416, 461, 479, 524 
of clubs, 395 
of a coffee palace, 176 
in a college, 151 
in collieries, 57, 80, 127, 257 
and colliery explosions, 1 
in the Colonies, 81 5 
companies, Consolidation of, 197 
in Connecticut, 436 
of Cook County public buildings, 520 


| A 
we 
| 
| 
| 
| 
@ 


of the Grosvenor Gallery, 381 
in the Grosvenor district, 12 
Growth of, 378 

of the Guildhall library, 176 
at Hastings, 30, 417 

and heat, 127 


and gas, 199 

and gunnery, 545 

in hotels, 34 

Medical applications of, 509 
as a motive power, 481 

in the Navy, 175, 299, 435 


Fighting in Bulgaria, 438 
Fire alarm system, The Glasgow, 342, 545 
» on the Blackpool tramway, 320 
» damp, 84 
» ina postal telegraph office, 544 


THE TELEGRAPHIC JOURNAL AND 
ECEMB 
ELECTRICAL REVIEW—INDEX. [ 
Execrric Licutinc—continued Exectrric Experiments on transmission of power by He 
of Covent Garden Theatre, 10, 416 of trains, 298 electricity, by Marcel De- 
at Dalton, 500 in the United States, 500 prez, 391 He 
at Denver, 457 ” % by Charles Lever, Exploder, Irish’s, 189 He 
at Detroit, 151 270, 309, 331, 365 Explosion at Hell Gate, 397 He 
Domestic, 481 at Valparaiso, 378 Extension of an electric railway, 341 He 
in Paris, 479 Valuable testimony in favour of, 81 He 
in dye houses, 80 in Western America, 6 >] —e 
Efficient, 80 in West London, 461 
Engines for, 258 Electricians as legislators, 299 Facilities to London telephone subscribers, , 
on the Exmouth, 56, 317 151 - 
Fire and, 80 Evecrricity— Fatalities from lightning strokes, 60 i 
and gas, 237 Applications of, 59 . Fatality to a telegraphist, 129 : 
in Germany, On the present state of, 356 Atomical magnetism and, 415 Fatal quarrel, 238 ‘ 
at the Glasgow Central Station, 458, 493 classes, 247, 277 thunderstorm in Italy, 105 , 
at Greenock, 292 Distribution of, 113, 178 a A 180 Hi 
d avoured company, A, H 
of the Grévin Museum, 163 and dust, 239 Fawcett memorial, 132 ; 


installations, 175 Progress of, in Western America, 6 h hange, 177 “ 
at the Inventions Exhibition, 172,198, sewing machines by, 200i, Matlephone exchange, 177 
213 Refining sugar by, 362 190, 199, 212 Im 

of an ironclad, 176 Stealing , SEs ai Fitzgerald’s secondary battery, 360 Tin 
of iron works, 150, 185 in surveying, 233 Fontaine, Hippolyte, on an electrical crane, 
in Italy, 201, 279 as a thief detector, 14 ? 117 In 
of Kendal, Proposed, 479 Tramear propulsion by, 158, 178 Forbes, Prof., on the distribution of elec- 
at Kimberley, 10 in warfare, 516, 537 tricity, 200 In 
in Lanark, 545 — Electricities, One versus two, 187 Forgery and fraud by an electrician, 545 
Latest developments of, 395, 458 Electro-deposition of metals, 84 » by atelegraph clerk, 480 In: 
in Leadenhall Market, 545 Electrodes, Accumulator, by M. Emile Franklin Institute, 501 
Lecture on, 478 Reynier, 368 Freeman’s telephonic transmitter, 28, 35 
at Leeds, 127, 197 Electro-dynamometer, A new, by J. W. Frozen out, 219 In 
at a Leeds’ bazaar, 436 Giltay, 22 
of the Leeds Coliseum, 56 The, 34 - 
The Leeds Corporation and, 382 Electrolytes, Solid, 221 aaa in public favour, 179 
in the Leeds municipal buildings, 120 Electro-magnetic machine, A primitive : 
at the Leicester exhibition, 325 230 
at Lincoln’s Inn, 457 machines for light- —Galyanometer 392. 
in London, 195, 196, 297 houses, 215 : Assenval 
and the Lord Mayor’s'Show, 416 telephone receiver, M. 
at the Madras Club, 458 E. Merca- , 7 ; 
at Manchester, 103, 127, 176 dier,On the ” The 
of a Manchester art gallery, 480 theory of, t 209 
of the Mansion House, 57 470 Gand: omet — a Inc 
at Marlborough House, ” transmitter, Gabe MM., On the charge and Inc 

Garden illuminations, 117 Ini 
missed. A chance for, 479 the theory Gen 00 
Monich 328 of, a1 their customers, 220 
in Munich, 35: » magnetism, The discovery of, by 
in the Navy, 175, 196, 219, 265, 202, 79 
; 394, 499, 503, 520 » mechanical clock, 319, 336 ond Rlectricity and 199 
in New England, 395 Electromotive force of the electric arc, 194 or ye ol siliien 360 
New feature in, 482 » in transmitting power, P Well’ 
of newspaper offices, 150 Minimum, 511 
in New York, 435, 500 Electromotors, 259 ; . 845 483 5 
in N ew Zealand, 298, Electropathic home at Plymouth, 34 
in N rte — mines, 176 Elieson’s car on the road, 481 a gines 291 — In: 
in offices, 10: » electric motor, 397, 419, 473, 502 502 In: 
at Osborne, 103. Elster, Julius, and Geitel, Hans, On a In: 
at I Station, 358, 417 simple form of influence machine, 439 Ins 

Paper on, 500 Elwell-Parker, Limited, 522 
in Paris, Domestic, 479 Engine, The Chandler high speed, 521 ~ on of, 482 x 
patents in America, 81, 103 Engineering amalgamation, 280 ” nlbectehines 360 
in examinations at Cambridge, G el, Hans Bieter, Joline. On 
in Philadelphia, 298 545 I 
Photogri phy and, 420 scholarship, 241 Im 
plant, Sale of, 360, 380 schools and practice, 369 pe . Edi 59 
at Plymouth, 279 Engines at the Cattle Show, 501 
Primayy batteries for, 82, 209 » Electric light, at the First Avenue meter, 376 
at the Prince’s Theatre, 57 Hotel, 5386 
Private installations of, 148 Etiquette of legal proceedings, 12 
Progress of, 522 Exactitude in the Telegraph Department, Giaietene ae ee in Norway, 219 
of railway carriages, 257, 361, 410 32 Glasgow fire alarm s te 342, pire P 
in Russia, 57 Exhibition, American, 13 8 
at Santiago, 378 » Antwerp, 221, 222, 258, 341 Glover & Co., W. T., 360 

of ships, 237, 546 ” Colonial, 1886, 820 Glow lamps, "Improvements in by Wilhelm 
of shops, 30 Edinburgh, 397 514, E91 
in Somersetshire, 163 na Inventions, 8, 21, 47, 79, 102, The light Aad by, 82 Iris 
in South Africa, 520 145, 193, 221, 238, 258,312, ” ” i Menedis on The manu- 
in South America, 31 335, 355, 381, 502, 522 = “ facture of, 232 on 
in 330 Leicester Sanitary, 281 Geil by electrolysis 84 Is 
on the stage, 176, 278 Mining, 222, 280 
of steamships, 31 : Philadelphia, 179 ated steam engines, An electric, ws 
at Stockport, 279 Exhibitions, The International, 398 Great Eastern steamship, 84, 131 35 
of stores, 127 P a= Expensive lighting by gas, 502 Growth of electric lighting 378 
and street decoration, 435 Experiments with engines, 299 Giilcher electric light system, 394 
in Sweden, 339 on illuminants for  light- 
at Sydenham, 81 houses, 176, 215, 218, 238, P i 
at Taunt m, 543 459 | | AMMOND contracts, 222 Jap 
of Temesvar, 188 in long distance telephony, 41 Jen 
Temporary, 57 s Scientific, 34 Heat, Radiation of, from the same surface 
of theatres, 176, 189, 379, 440, 500 - in submarine mining, 419 at different temperatures, 468 
and torpedo trials, 239 x with the thermal telephone, Hedges’s speed gauge, 5, 33, 105 
Tower, 81 by Chas. R. Cross, 386 Hell Gate explosion, 342 


a 
sot 
av 
+) 
| 
5 


DECEMBER 26, 1885.] 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW—INDEX. 


Hempel, Walther, On a high pressure in- 
fluence electric light machine, 90 
Henneberg-Lorenz are lamp, 288 
Her Majesty’ s Theatre, 320 
Holroyd Smith’s electric tramcar, 130 
Honours to an electrician, 320 
Hopkinson, J., On an unnoticed danger in 
certain apparatus for the distribu- 
tion of electricity, 231 
Hospitalier, E., On the measurement of 
re-dressed or adjusted currents, 21 
How he is appreciated, 221 
How is that for high? 523 
» it works, 170 
= to render coal-mining safe, 41 
Hydro Inventions of Prof., 474 
o-electric meter of Marchand and 
Gerboz, 376 
meters, 439 


LLUMINATED fountains at the Inven- 

tions exhibition, 35 

Tilumination of mines, 475 

of Temesvar, 188 

Immisch’s electro-motor, 420 

Important telephone patent case, 48, 72, 
97, 121, 146 

Improvements in glow lamps, by Wilhelm 
Siemens, 514, 531 

Inauguration of the electric tramway at 
Blackpool, 296 

Incandescence lamp, Invention of the, 258 


9» lights on are light circuits, 
208 
Incandescent lamp, A new, 196 

» » Miiller, 258 

» patents, 31, 105 

= » tests at Philadelphia, 
31, 503, 509 

» lamps on American railways, 
233 


Efficiency and duration 
of, 233, 250, 313, 333 
Life of, 196 
cas » Value of, 439 
= street lighting, 31 
Indian telegraph service, 198 
Induction, 279 
Industries of Scotland, 241 
Influence electric machine, A high pres- 
sure, by Walther Hem- 
pel, 90 
machines, 104 
= machine, Julius Elster and Hans 
Geitel, On a simple 
form of, 42 
Wimshurst’s, 12 
= of storms upon underground 
telegraph lines, by M. Blavier, 
27 


” 


Ingenious folk, 14 
Instrument for measuring force, 236 
Insulator, New use for an, 34 
Insulators, 360 
Inter-Colonial submarine telegraphy, 525 
International Cable Company, 319 
is » system, Suggested, 280 
in telegraphs, 33 
Telephone Company, 11 
In the ‘distance, 241 
Invention of the dynamo, 299 
wa incandescence lamp, 258 
Inventions Exhibition, 8, 21, 47, 79, 102, 
145, 193, 221,238, 
258, 312,335, 355, 
381, 502, 522 
Assault at the, 105 


” 

awards, 152 
” ” exhibitors, 83 
subway, 153 
os More useful, 14 


of Professor Hughes, 474 
Irish’s exploder, 189 
» telephonic apparatus, 166 
Iron telegraph poles, 360 
Is capacity variable ? 426 
» electrical property improving ? 440 
», the current dangerous? 104 


eee battery, The, 65, 130 


Japanese patent law, 36 
Jenkin, Prof. Fleeming, On the electrical 
——— of goods on erial tram- 


John Sender medal, 361 
Journalistic enterprise, 241 


| i dynamo, Combined Allen engine 
and, 96 
Kauffer-Goldner battery, 199 
open circuit battery, 319 
Killed by a shock, 259 
Kinetic Engineering Company, 33 
King’s College Engineering Society, 360 


ALANDE, M. F. de., On a new current 
measurer, 377 
Lancashire and Cheshire Telephonic Ex- 
change Company, 220 
~ Maxim-Weston Electric Com- 
any, 59 
Landlines in Senegal, 198 
Last resource, 17 79. 
Leather belting, 399 
Lectures on the telegraph and telephone, 
179 
Leeds electric lighting dispute, 154 
LrGat— 
Edwards v. Dennis, 154 
Irwell India-rubber Compay, 154 
Lancashire Maxim-Weston Electric Com- 


pany, 9 
Liardet and Another v. Hammond Elec- 
tric Light and Power Supply 
Company, 132 
Maxim-Weston Electric Company v. 
Thomas, 478 
Otto v. Steel, 540 
Provincial (Brush) Electric Light and 
Power Company v. Shillingford 
and Bateman, 498, 542 
Re Oppermann Brothers, 434, 524 
Slatter v. Muirhead, 180 
Smethurst and Company v. Sir Coutts 
Lindsay and Company, 85 
United Telephone Company v. Bassano, 
48, 72, 97, 121, 146, 192, 380 
Universal Electric Company, 36, 85 
Lever, Charles, in America, 524 
On electric lighting in the 
United States, 270, 309, 
331, 365 
Lever’s safety lamp prize, 179 
Life of incandescent lamps, 196 
Light and power installation, 545 
Lighthouse experiments, 176, 215, 218, 238, 
459, 481, 524 
Lighting ty primary batteries, 247 
Light of the future, 240 
Lightning conductors, 13, 59 


” ” 


Pe Direction of, 130 

fatalities, 60, 200 

rods, 187 

statistics, 35 

si stroke of June Sth and the 


Washington monument, 43 
Liquid resistances, 502 
Lloyds, 459 
London and Globe Telephone Company, 130 
Lucas, M. Felix, On radiations emitted by 
incandescent carbons, 26 
Lumleian lectures, 459 
Lutteman, H., on the discovery of electro- 
magnetism, 512 


A high pressure influence 
electric, 90 
Machine, Wimshurst’s influence, 12 
Machines with automatic regulation, 143 
Magnetisation produced by the discharges 
of condensers, 429 
Magnetism and electricity, Atomical, 415 
Magnetisms, The relation of temporary and 
permanent, 346 
Manufacturers and their employés, 83 
Marchand and Gerboz’s hydro-electrie 
meter, 376 
Martin switch, 106 
Maxim-Weston Electric Company, 342, 546 
Meardi’s ampéremeter, 59 
Meardi, P., On a mercurial ampéremeter 
and voltmeter, 30 
Measurement of redressed or adjusted cur- 
rents, 21 
” of temperature, 481 
Measuring light, New electrical standard 
for, 469, 482 
liquid resistances, 167 
the resistance of heated conduc- 
tors, 118 
Mechanical telephones, 81, 82, 127, 151, 
177 


Medical applications of electricity, 509 

Mercadier, M. E., On the theory of the 
electro-magnetic tele- 
phone receiver, 470 


Mercadier, M. E., On the theory of the 
electro-magnetic tele- 
phone, transmitter, 
411 

Mercurial ampéremeter and voltmeter, 30 

Merryweather’s electric hand lamp, 339 

Met eorological station for Queensland, 105 

Metropolitan Br ush Electric Lighting Com- 

pany’s shares, 520 

Meucci telephone claims, 500, 546 

Mica, Discovery of, 154 

Michaelis, H., On the manufacture of glow 

lamps, 232 
Micklewright’s erial electric signalling ap- 
paratus, 25 

Microphones and deafness, 482 

Microscopie structure of iron and steel, 299 

Might is right, 129 


** Mill by a turning of the brook,” 419 


Mine accidents, Sir Frederick Abel on, 467 

Minimum E.M.F. in transmitting power, 
dll 

Mining exhibition, 222 

Missing eronaut, 131 

Model central station, 130 

Modification of the Bunsen photometer, 523 

More electrical schemes, 

Muirhead’s improved cable duplex system, 
537 

Miiller incandescent lamp, 258 

Murder of an electrician, 525 

Music by telephone, 32 


YARROW escape, 459 


National Electric Light Association of 
America, 231 
9 Telephone Company, 340, 4385 
Navigable balloons, 438 
New Companies 
African Direct Telegraph Company, 525 
Automatic Checking Apparatus Com- 
pany, 504 
Bernstein Electric Lamp Company, 106 
Brighton Electric Light Company, 547 
Coates-Macdonald Company, 503 
East Kent Company, 11 
Electric Locomotive and Power Com- 
pany, 130 
Fischer Electro-Amalgamator Company, 
440 
Garw Water and Light Company, 260 
Ingrey, Poore and Latham, 461 
Mayall, 132 
Mechanical Telephone Company, 
New Electro-Amalgamator Company, 2 #1 
Parker’s Electric Wire Corporation, 399 
Sharp and Company, 106 
Universal Telephone Company, 241 
West African Telegraph Company, 31 
New Parliament, The, 17 
New telephonic enterprise,’ 503 
Newry traicar accident, 17) 
New tariff for telegrams, 260 
Telephone Company, 32 
York Electrical Society ’ 398, 159 
electric railway, 228 
Subway Company, 450 
underground wire commission 
200, 240, 320, 5 
Niagara Falls as motive power 
Nickel- tipped thunder-rods, 1: 31 
Not to be put out, 180 


” 


” ” 
” ” 


” ” 


er, 222 


( 


Andrews, Dr. Thomas, 451 
Carpenter, Dr. W. b., 420 
Fleming, Mr., 179 
Mangin, Colonel, 481 
Muirhead, John, 297 
Ormiston, Frederick Aldridge, 172 
Tribe, Dr., 481 
Official changes, 105 
OrFriciaL Rerurns or Evecrrical 
PANIES— 
Anglo-American Brush Electric Light 
Corporation, 60, 504 
Continental Telephone Company, 
GO, 483 
Spanish Brush Electric Light and 
Power Company, 461 
Bernstein Electric Light Company, 201, 
281, 526 
Blackpool Electric Tramway Company, 
85, 547 
Brighton Electric Light Company, 547 
Callender’s Bitumen, Telegraph and 
Waterproof Company, 547 


| 


2 


v 
Ses 


vl ELECTRICAL REVIEW—INDEX. 


THE TELEGRAPHIC JOURNAL AND 


[DECEMBER 26, 1885. 


Orric1AL ReturNs—continued 
Chelsea Electricity Supply Company, 
821, 440 
Coates-Macdonald Company, 525 
Consolidated Telephone Construction and 
Maintenance Company, 440 
Edison Gower-Bell Telephone Company, 
15 
» and Swan United Electric Light 
Company, 201 
Edison’s Indian and Colonial Electric 
Company, 547 
Electrical Navigation Company, 85 
Electric Apparatus Company, 36 
» News Telegraph Company, 399 
» Sun Lamp and Power Company, 
342 
Fischer Amalgamator Company, 


H _..: Electric Light and Power 
Supply Company, 36 
Hastings and St. Leonard’s-on-Sea Elec- 
tric Light Company, 36 
Ingrey, Poore & Latham, 483, 525 
Jarman Electrical Company, 180 
Lancashire and Cheshire Telephonic Ex- 
change Company, 342 
» Yorkshire Electric Light- 
ing Company, 15, 36 
Liverpool Electric Supply Company, 180 
London and Provincial Electric Lighting 
and Power Generating Company, 
461 
Manchester District Edison Electric 
Light Company, 241 
Maxim-Weston Electric Company, 440 
Mechanical Telephone Company, 201 
Mexican Gas and Electric Light Com- 
pany, 281 
National 'l'elephone Company, 222 
New Electro - Amalgamator Company, 
260, 281, 342, 440 
Pall Mall Electric Association, 399 
Parker’s Electric Wire Corporation, 420 
Pilsen-Joel and General Electric Light 
Company, 15, 525 
Pheenix Electric Light and Power Com- 
pany, 483 
Portable Electric Safety Lamp Company, 
154 
Provincial Brush Electric Light and 
Power Company, 223 
Pyramid Electric Company, 382 
Railway and Domestic Electric Lighting 
Company, 60, 547 
River Plate Telephone and Electric 
Light Company, 362 
Simplex Electric Light and Plant Com- 
pany, 180 
South Eastern Brush Electric Light and 
Power Company, 201, 222 
‘Telephone Association, 14 
‘Telephone Company of Austria, 14, 60, 525 
Thompson’s Electrical Fitting and Screw 
Cutting Company, 180 
Universal Telephone Company, 301 
Volta Electrical Company, 301, 547 
West African Telegraph Company, 321 
Western Counties and South Wales Tele- 
phone Company, 132 
Woodhouse and Rawson Electric Manu- 
facturing Company, 440 
Ohm ’s law, 33 
One versus two electricities, 187 
Oppermann failure, 381, 434, 524 
Overhead wires in America, 36 


” » at Bath, 502 

” » at Brighton, 35 

BS » at Brooklyn, 525 

» at Eastbourne, 523 

- » at Edinburgh, 280 

ys » retarding firemen, 104 


at Worthing, 259 
Overwork among telegraph clerks, 129 


| James, and Cross, Chas. R.,on The 
measurement of the strength of 
telephone currents, 412 
Paget Higgs, Limited, 154 
“ Palace of Delight,” 438 
Paris Electrical Exhibition, Another, 459 
Patents in America, 33 
Paul, Thomas, on Combined resistances, 
371 
Peculiar leak, 320 
Peel’s patent self-locking testing keys, 212 
Pender, Mr. John, and the Western Union, 
340, 381 
Port Hamilton 
cable, 488 


” ” ” 


Penny telephone service, 458 
Perfect ”’ pulleys, 381 
Peukert, Wilhelm, on The calor imetric 
measurement of glow lamps, 65 
Phenomenon in are lamps, 258 
Phonopore, The, 102, 105 
Photographing by a flash of lightning, 525 
Photographing a pistol shot, 241 
Photography, Remarkable experiment in, 
om and electric lighting, 420 
Planetary electrical disturbance, 258 
Portable electric lights, 339 
Postal telegraph office on fire, 544 
Post mortem electrical experiments, 82 
»» Office employés, 
» and pneumatic tubes, 460 
Practical calibration of ampéremeters, 168 
ws electrical formule, On some, by 
F. V. Andersen, 388, 409, 430, 


446 
President of the Board of Trade, 179 
Prevention of danger from wires at Hast- 
ings, 259 

Primary and secondary batteries, 474, 547 

a batteries for electric lighting, 82, 

209, 247, 339 

- battery, A new, 341 
Prime motor, The Davey, 332 
Priority claimed, 360 
Prof. Hughes and the Royal Society, 459 
Progress of electric lighting, 522 
Progress of electricity in Western Ame- 

rica, 6 

Prolific inventors, 382 
Proportional galvanometer, 448 
Propulsion of tramears, 258 
Prospectus misrepresentation, 397 
Pull of the tongue of a telegraph relay, 168 
Pyrophone, The, 381 


YADIATION of heat from the same 
) surface at different temperatures, 
468, 501 
Radiations emitted by incandescent car- 
bons, by M. Felix Lucas, 26 
Railway carriage lighting, 361, 482 
Raymond-Barker, Edward, On copper re- 
sistance by false zero method, 311, 
329, 490 
Recent electrical exhibition at Philadel- 
phia, 179 
Reckenzaun, A., On electric locomotion, 
385, 407, 
25, 445, 
470 
tr amecars, 2 
Reckenzaun’s electr ical tramcars, 523 
Refining sugar by electricity, 362 
Reflecting galvanometers, New, 209 
Registration of electrical measurements by 
photography, 44, 106 
Reis telephones, 205, 260, 379, 458 
Relation of temporary and permanent 
magnetisms, 346 
Remarkable experiment in photography, 
319 
Remington electric lighting system, 179 
Resistance of copper wire, 534 
Retort courteous, 127 
Reverse of fortune, 178 


REvVIEWsS— 

Apuntes para un Proyecte de Fabrica de 
Electricidad en Cadiz, par Fran- 
cisco de la Viesca, 237 

Arithmetical physics, by C. J. Wood- 
ward, 358 

Chemical students’ manual, by H. L. 
Buckeridge, 416 

Domestic electricity for amateurs, by E. 
Hospitalier, translated by C. J. 
Wharton, 10 

Electrolysis : a practical treatise, by Hip- 
polyte Fontaine, 191 

Examples of exercises in Natural Philo- 
sophy, by M. Maclean, 516 

Handbook of practical telegraphy, by R. 
8. Culley, 150 

Lectures on heat, sound and light, by R. 
Wormell, 416 

Lightning conductors, by Richard An- 
derson, 516 

Manual of elec stro-technics, by Dr. Eras- 

mus Kittler, 191 
» 9» telegraphy, by W. Williams, 
298 

Pocket-book of electrical rules and tables, 
by J. Munroe and A. Jamieson, 298 

Practical telegraphist, by Wm. Lynd, 358 


Reviews—continued. 
Primers of electricity, by Prof. E. J. 
Houston, 10 
Wrinkles in electric lighting, by Vincent 
Stephen, 10 
Reynier, Emile, On accumulator electrodes, 
368 


Rhodes, Benjamin, On electrical trans- 
mission from Niagara, 206 
Rimington, C. E., On copper resistance by 

false zero method, 392 
Risks in Trans-Atlantic telegraphy, 198, 
221 
Royal Scottish Society of Arts awards, 419 
Royal wedding, 106 
Rubber works for sale, 481 
Running sewing machines by electricity, 
200 
* CYATREY gamp” redivivus, 199 
Sale of the Clay Telephone Company’s 
exchange, 197 
» v» electric lighting plant, 360 
Satisfactory change, 482 
Sawdust fuel for electric lighting engines, 
105 
Scene in Chicago, 398 
Schuyler Electric Light Company, 219, 379 
Science in Parliament, 546 
» lectures, 300 
» teaching, Electric light and, 300 
Scientific evidence, 59 
i experiments, 34 
recreations, 514 
- society in Providence, 459 
Secondary batteries, 5, 12 
a The cost of, 33 
for electrical distribu- 


tion, 118 
at Hull, 522 
The life of, 33 
Primary and, 474 
* for street cars, 130 


i batter 'y, FitzGerald’s, 360 
fe generators or transformers, 131 
Selenium differential recorder, E. von 
Taund-Szyll’s, 488 
She drank the battery, 105 
Ships’ signals, 319 
Shocking fatality, 483 
Should professors practice ? 188 
Siemens, The late Sir William, 544 
= memorial window, 439, 482 
a Wilhelm, on Improvements in 
glow lamps, 514, 531 
Signal station on Tory Island, 420 
Signalling by the electric light, 399 
Signs of the Times, 12 
Simultaneous determination of battery 
constants, 169 
Siphon recorder, 199, 221 
Small dynamos, 494 
Smith, Baker & Co., 523 


SocreTIES— 
Institution of Civil Engineers, 247, 522 
= », Mechanical Engineers, 130, 


1538 
Physical Society, 15, 37, 442, 527, 548 
Royal Society, 16, 419, 459, 483 
Society of Arts, 36, 481 
Pa », Telegraph Engineers and Elec- 
tricians, 13, 387, 430, 441, 
482, 484, 526 
Solid electrolytes, 221 
Some electric light tests, 472, 487 
Something like an accumulator, 11, 35 
wrong somewhere, 397, ‘419 
Some thoughts about the telephone, 290 
Sound, Transmission of, 360 
Special tools for electrical instrument 
making, 316 
Speed gauge, Hedges’s, 5, 33, 105 
Spottiswoode memorial, 399 
Standard cell, A new, 27 
ee of electromotive force, 126 
= of light, 319, 503 
1” of white light, 496 
State honours, 13 
Stearn’s condenser, 82, 361 
e duplex system, 320, 340 
Stephens’s individual telephone call, 490 
Storage batteries, 105 
Directions for erecting 
and maintaining, 95 
Storms and electrical instruments, 82 
« Struck Ile,” 439 
Submarine cables, 206 
pe duplex, 300 


Te 
Te 


Tele; 


Tele; 


Tele; 


Teleg 


Teleg 


ae 
ie. 
St 
Si 
S\ 
Sy 
Sy 
8) 
Te 
i 
4 
TE 
i 
i 
a 
i 
i 
a 
Be 
el 
G 
te 
ir 
in 
By li 
of 
Oo} 
| 
re 
re 
se 
Si 
in 
a2 tr 
wi 
wi 
Tele: 
> 
ie 
bales 
a 


bu- 


ery 


nent 


eting 


DECEMBER 26, 1885.] 


THE TELEGRAPHIC JOURNAL AWD 


ELECTRICAL REVIEW—INDEX. vit 


Submarine mining experiments, 418 
= Telegraph Cables Bill, 96, 125, 
128 


se telegraphy, Intercolonial, 525 
2» telegraphy in France, 396 
Subterranean telegraph wires, 396 
Swan’s miners’ lamp, 525 
Swindle of the first water, 460 
Swindler, 440 
Synchronous-multiplex printing telegraph, 
Delany’s, 308 


AUND-SZYLL’S selenium differential 
recorder, 488 
Technical education, 131, 152, 545 
Salters’ Company and, 
130 
Telegram, Forging a, 13, 58 
Telegrams to Buenos Ayres, 317 
Charges for, 543 
ae Code, 325 
»» Copyright in, 14 
Intercepting, 396 
Intercolonial, 340 
Pe Porterage of, 340 
99 Russian press, 318 
“i Sixpenny, 32, 58, 89, 128, 220, 
260, 270, 298, 317, 396 
ss Telephone and, 482 


” 


'TELEGRAPH— 
Acts Amendment Bill, 32, 59, 124, 129 
in Afghanistan, 11, 152 
in Asia, 32 
at Bokhara, 340 
in Canada, 438 
in Central Asia, 11, 318 
in China, 279 
clerk, Forgery by a, 480 
clerks, Overwork among, 129 
Status of, 104 
Conference, 32, 59, 104, 128, 153, 174, 194, 
220, 236, 256, 279 
in Corea, 237, 480 
Department, Alleged extravagance in, 
1, 318 
i Exactitude in the, 32 
enterprise, 257 
in Further India, 459 
Government control of the, 177 
to India, 318, 420, 459 
insurance, 546 
in the Isle of Man, 318 
linemen, 317 
men injured, 419 
office at Exeter, A new, 198 
» on fire, 544 
operators, Strike of, 279 
poles, Iron, 360 
regulations, The new, 280 
relay, Pull of the tongue of a, 168 
service in America, 318 
is The Indian, 198 
signal station in Tory Island, Proposed, 
198 
in the Soudan, 380 
tenders, 258 
troubles, American, 177 
wire, Theft of a, 299 
wires, Copper, 396 
» Interfering with, 394 
Subterranean, 396 


Telegraphic addresses, 128, 152, 396, 480 


a error, 152 

es facilities, 437 

at Greenock, 58 

at Portsmouth, 318, 
418 

” signal station, A new, 59 


Telegraphing to and from moving trains, 
513 


Telegraphist, Fatality to a, 129 


Funeral of a, 437 


Telegraphists, Acts of bravery by, 220, 240 


Army, 494 

Disappointed, 321 

Drowned, 197, 220 

uz Festivities of, 501 

" from the Cape, 500 

» Proficient military, 437 


in Siam, 14, 340 


'Telegraphs, Army, 151 


International, 33 
- in France, Underground, 320 
i The Nile, 428 

South Australian, 321 


Telegraphy, Risks in trans-Atlantic, 198, 
221 


i Submarine, in France, 396 


TELEPHONE— 


in Aberdeen, 418 

Attending church by, 317 

at Bournemouth, 460, 500 

cables, 259 

call, Stephens’s individual, 490 

» rooms, 151 

at Carlisle, 237, 359 

claims, The Meucci, 500 

in the Colonies, 80 

companies, 81 

mm Liabilities of, 177 

Conference at Boston, 11 

contests in America, 279, 298, 305, 312, 
325, 339, 340, 365, 379, 395, 418, 
445, 480, 521, 524, 546 

and the Cork corporation, 461 

currents, 417 


” Measurement of the streugth 
of, 412 


in Devonshire, 358 
at Dudley, 340 
in Dundee, 417 
exchange at Bath, Proposed, 502, 519, 543 
exchange burnt down, 395 
Experiments with the thermal, 386 
Extension of the, 461 
girl, The wicked, 521 
at Goole, 480 
in Greenock, 58 
Invention of the, 220 
in Inverness, 11 
in Kansas City, 219 
at Keighley, 520 
Lecture on the, 359 
lines, Private, 500 
» Underground, 359 
and local authorities, 478 
at the Manchester Chemical Club, 177 
Music by, 32 
at Northampton, 197, 418 
in the Northern Counties, 379, 524 
officials, Promotion of, 298 
in Paris, 480 
patent case, Important, 48, 72, 97, 121, 
146 
patents, 137, 161 
at Plymouth, 543 
poles, 500 
and police work, 342 
at Portsmouth, 177 
in Portsmouth dockyard, 521 
on railways, 219 
rates, Reduction of, 57 
» at Hull, 398 
rating appeal, 57 
receiver, M. E. Mercadier, On the theory 
of the electro-magnetic, 470 
Reis’s, 205, 260, 379, 458 
in Rome, 177 
in Russia, 187 
service, A penny, 458 
Some thoughts about the, 200 
statistics, 299 
A submarine, 279 
and telegrams, 482 
and telegraph poles, 340 
and thunderstorms, 81 
transmitter, Another, 190 
a M. E. Mercadier, On the 
theory of the electro-mag- 
netic, 411 
A useless, 340 
at Whitehaven, 379 
at Windsor, 521 
wires, Damaging, 340 
in a workhouse, 480 


Telephones, Cheap, 104 


” Manufacture of, 418 

a Mechanical, 81, 82, 127 

% Reis, 205, 260, 379, 458 
'TELEPHONIC— 


apparatus, Irish’s, 166 
charges, 32, 152, 359 
“ on the Continent, 11 
chess match, 458 
communication between Devonport Dock- 


Pe yard and the Admi- 
ralty, 417 

2 at Eastbourne, 177 

at the Royal marriage, 81 


os with a music hall, 342 
con., 177 
development in Cumberland, 9 
experiments, 395, 436 
extensions in the North, 176 

Pe in Scotland, 128, 299 

ee in West Cumberland, 257 

< in Yorkshire, 359 
facilities at Bristol, 520 


TELEPHONIC—continued 
industry, Advance of the, 219 
litigation, 164, 165 
progress, 104 
system of fire alarms, 17 
transmitter, Freeman’s, 28 

Telephoning election results, 520 


from lightships, 395 
o» under the Mersey, 480 
Telephony co-operative, 31 
1 Long distance, 32, 41, 58, 197, 
340, 372, 418, 437, 525 
- in Sweden, Cheap, 31 


Telescopic pendant electrolier, 95 

Telpherage, 345, 414 

Telpher line at Glynde, 349 

9” » for Trinidad, 482 

Testimonials to Sir P. Cunliffe-Owen, 382 

Testing-keys, Pell’s self-locking, 212 

Tests of dynamos, 459 

That’s how it’s done, 36 

Theft of telegraph wire, 209 

Theory of the electro-magnetic telephone 
receiver, by M. E. Mer- 
cadier, 470 


a » electro-magnetic transmit- 
ter, by M. E, Mercadier, 
411 


Theory of the Wimshurst influence ma- 
chine, 539 

Thereby hangs a tail,”’ 240 

Thinkers (?) of the present day, 259 

Thompson, Edward P., On the electric are 
lamp frictional clutch, 70 

Thomson-Houston electric lighting system, 
279, 317, 341, 379 

Thomson’s, Elihu, system of electric distri- 
bution, 366 

Thomson’s, Sir William, current measuring 
apparatus, 249 

Thunderstorm in Italy, Fatal, 105 

Too difficult, 105 

Torpedo boats, 438 

scare, 13 

Tower spherical engine, 524 

Towers of strength, 543 

Town in darkness, 399 

Tramear propulsion by electricity, 153,178 

Transmission of power, Electrical, 14,59,153, 

178, 381, 385, 391, 
407, 425, 438 


» Electrical, in Cana- 
da, 380 
» sound, 360 


Trembling bells, 12 


Tyndall, Prof., 106 


and compass, 199, 281, 301 


UNDERGROUND— 
cables, Dangers of, 525 
telegraph lines, ''he influence of storms 
upon, 27 
telegraphs in France, 320 
telephone lines, 359 
Wire Commission in Brooklyn, 320 


New York, 200, 240, 
320 


» laws in America, 34 
wires, 89, 373 
» in Chicago, 154, 380, 419 
me » Milwaukee, 461 
», NewYorkand Brooklyn, 13, 104, 
241, 361, 438 
Pa » Philadelphia, 361, 438 
United States and the Bell patents, 379 
» ‘Telephone Company, 11, 440 
Company’s patents, 500 
“Universal” are lamp, The Brockie-Pell, 
546 
University College, Bristol, 239, 258 
Unnoticed danger in certain apparatus for 
the distribution of electricity, by 
J. Hopkinson, 231 
Uses of search lights, 278 


imma of incandescent lamps, 439 


Verbum Sap! 405 
Vetoing the electric light in Philadelphia, 
31 


Vibration of electric machinery, 176, 460 

Vicissitudes of an old cable ship, 501 

Victoria Hotel, Manchester, 178 

Volk’s gas engine governor attachment, 375 

Voltaic cell with a solid electrolyte, 186 

Voltmeter, P. Meardi, On a mercurial am- 
péremeter and, 30 

Voltméters, New ampére and, 218 

Vyle’s lightning conductors, 34 


nt 
es, 
by 
ty, 
y’s 
379 
| 
131 
von 
in 
22 
3 
dlec- 
441, 
90 
95 


ELECTRICAL REVIEW—INDEX. 


THE TELEGRAPHIC JOURNAL AND 


[DECEMBER 26, 1885. 


TALKER’S wattmeter, 142 


Wanted, 177 
a Some telegraph cables, 178 

Warfare, Electricity in, 516 

War vessels and the electric light, 197 

Washington monument and the lightning 
stroke of June 5th, 43 

Was it “ Writ Sarkastick ?” 361 

Waterbury watches and dynamos, 398 

Western Counties and South Wales Tele- 
phone Company, 395 


West London electric lighting orders, 461, 
502 


Whitworth scholarships, 153 
Who’s to pay? 522 
Wicked telephone girl, 521 


Wimshurst influence machine, 12, 427, 


Wire gauges, 281, 299 

Wires in Detroit, 105 

Withers patent gas engine, 67 
Woodhouse and Raw son’s lamp, 82, 105 
Workmen, Defrauding, 461, 495 


Wroblewski, Sigmund von, on the electric 
resistance of copper at very low 
temperatures, 494 


ee electric railway, 178 


rFIPERNOWSKI-DERI system of dis- 
rd tributing electricity, 92, 114, 140, 
153 


INDEX—SPECIFICATIONS. 


1884. 


C. D. (10996. Communicated by 
J. Kolzer, of Duisberg), 
62 
> »» (10237. Communicated by 
La Société Maison Bre- 
guet, of Paris), 182 
Adams, A. W. (9341), 17 
Allison, C. A. (12792. Communicated by 
C. A. von Welsbach, of Vienna), 
463 
Albright, J. F., and Gimingham, C. H. 
(13385), 364 
Andre, G. G. (13752 2), 224 
Andrews, J. D. F. (16916), 528 
Alwater, J. B. (13941), 203 


E., Virloy, 
A. L. de, and Bousignac, L. de 
(14508), 403 
Ballard, 'T. (15547), 528 
Bazin, E. (13092), 363 
Beck, W. H. (7516. Communicated by G. 
A. Cassagnes, of Paris), 17 
Communicated by 'T. 
. Miles, of New York), 62 
Bennett, A. R. 506 
Bentley, E. M. (12703), 22: 
and Knight, W. H. (13277), 
364 
Boston, E. 'T. (8921), 17 
Bousignac, L. de, Commelin, E,, Bailhache, 
G., and Virloy, A. L. de (14508), 
403 
Boyle, R. K. (10511), 38 
Bottomley, J. T., and Thomson, Sir W. 
(10530), 38 
Boult, A. J. (12158. Communicated by G,. 
Rabe, of Germany Me 403 
qrewer, E. G., Jennings, H., and Jen- 
nings, 8. (16602), 505 
Sock, W. K. (18096), 443 
Burmann, J. (16632), 505 


” ” 


ee T. (11709), 202 


Campbell-Swinton, A. A. (16954), 506 
Cassagnes, G. A. (7516), 17 
Chutter, G. F. (14601), 203 
Clark, A. M. (10323. Communicated by E. 
b. Cutten, of America), 18 
» +» (16485. Communicated by L. 
Maiche, of Paris), 485 
(16554. Communicated by B. 
Moebius, of Mexico), 505 
Clarke, C. L., and Coates, H. J. (13126), 
363 ; (15831), 464 
Coates, H. J., and Clarke, 
363 ; (15331), 464 


” ” 


C. L. (13126), 


Commelin, E., Bailhache, G., Virloy, A. L. 
de, and Bousignac, L. de (14508), 


403 
Corbett, C. ee Corbett, J. L. (13088), 
224 


Cox-W E. (17019), 548 

Crossley, L. J., Harrison, J. F., and Em- 
mott, W. (11843), 202 

Cutten, E. B. (10323), 17 


l AVIES, W. H. (12953. Communicated 
by C. B. Scott, of New York), 463 

Day, C. A. (15579. Communicated by J. 
Lowth and W. D. Ewart, of Ame- 
rica), 464 

Dejongh, A. (16082), 485 

Dembinski, K. (15351), 464 

Deprez, Marcel, and Herz, Cornelius 
(15357), 464 

Dornbusch, G. (11853), 188 

Duncan, W. A. (1557-4), 528 

Dunston, R. E. (10238), 17 


kK LIESON, €. P. (14197) 383 


Emmens, 8. H., and The United Patents 
Corporation (13759), 383 

Emmott, W., Harrison, J. F., and Crossley, 
L. (11843), 202 

Enright, J. (11601), 182; (14496), 403 

Eshelby, J. (12021), 363 

Evans, E. E. (12524), 403 

»  M.,and Wynne, F. (12675), 4038 
Ewart, w. D., and Lowth, J. (15579), 464 


i AUCHEUX D’HUMY, P. R. de (12516), 
63 ; (12517), 203 

Fitz- Gerald, D. G, (12350), 202 

and Jones, 'T’. J. (12802), 
63 

Fletcher, J. W. (13324), 403 

Forbes, G. (10852), 18 

Ford, C. (14693), 444 

Fyfe, A. L., and Goldberg, L. (15233), 464 


” ” 


638 
Gibbs, J. D., and Gaulard, L. (11385), 63 
Gimingham, C. H., and Albright, J. F. 
(183885), 364 
Goldberg, L., and Fyfe, A. L. (15233), 464 
Gray, G. (9961), 17 
Greenhill, J. H. (8999), 17; (14829), 444 
Groves, L. J. (18067), 223 


( Y AULARD, L., and Gibbs, J. D. (11385), 
| 


1 ANDFORD, T. J, (18698. Communi- 
cated by E. H. 
Johnson, of Ame- 

rica), 224 


Handford, T. J. (15768. Communicated 
by F. J. Sprague, of New York), 
485 
Harrison, J. F., Crossley, L. J., and Em- 
mott, W., 202 
Hart-Davies, J. (15351. Communicated by 
K. Dembinski, of Belgium), 464 
Harvey, G. C., and Lea, J. (15692), 485 
Hedges, K. W. (15969), 485 
Henderson, A. C. (13092. Communicated 
by E. Bazin, of Paris), 363 
Herz, Cornelius, and Deprez, Marcel 
(15357), 464 
Holzer, W. (11145), 182 
Hookham, G. (16567), 485 
» » and Sayers, W. B. (16656), 
§05; (16655), 506 
Hopkinson, J. (16128), 485 
” ,, and Hopkinson, E. (14233), 
443 
- », Hopkinson, E., and Mather, 
W. (15648), 485 
Howell, J. C. (10733), 18 


MRAY, J. (13922. Communicated by P. 
Jablochkoff, of France), 203 
Irish, W. E. (11323), (11324), (11325), 63 


P. (13922), 203 


James, H. L. (17078), 549 
Jenkin, Fleeming (10907), 182; (15111), 444 
Jennings, G. H., Jennings, S., and Brewer, 
E. G. (16602), 505 
Jensen, P. (9855. Communicated by Messrs. 
Stockholms, Bell Telefon Aktie- 
bolag, of Stockholm), 321 
Joel, H. F. (15898), 505 ; (17091), 549 
Johnson, E. H. (13698), 224 
je J. H. (9341. Communicated by 
A. W. Adams, of Ame- 
rica), 17 


= » (11521. Communicated by 
P. G. Skrivanow, of Paris), 
182 

» (12703. Communicated by 
E. M. Bently, of Ame- 
rica), 22% 

» (18277. Communicated by 


E. M. Bently and W. H. 
Knight), 364 
(16767. Communicated by 
L. H. Rogers, of New 
York), 485 
Jolin, P., and Thompson, 8. P. (8796), 38; 
(15480), 63 
Jones, T. J., and Fitz-Gerald), D. G. 
(12802), 63 


Jus 


Kol 


(| 
ar 
L 
: La 
Lea 
Lee 
Llo; 
Lor 
ats Lov 
N 
a Mai 
Ma 
Mar 
Ma 
Mai 
Mat 
Mey 
Moe 
Mol 
Mos 
Mos: 
i 
O 
ars 
Pfau 
Pitt, 
Pool 
Powe 
Prid 
i, R 
a 
Rade 
Reco 
Reed 
Rich: 
Robe 
Roge 
Roow 
“fi Rowa 
Ryss¢ 


lis- 
40, 


DECEMBER 26, 1885.] 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW—INDEX. ie 


Justice, P. M. (14548. Communicated by 
F. Van Rysselberghe, of 


Schaerbeek, Brussels), 
383 
” » (17077. Communicated by 
C. W. Weiss, of America), 
548 
» (17078. Communicated by 
° H. L. James, of America), 
549 


| NIGHT, J. G. (12026), 202 


+ W. H., and Bentley, E. M. 
(13277), 364 
Kolzer, J. (10996), 62 


AKE, H. H. (13525. Communicated 
by H. C. Roome, of 
America), 443 

(10932. Communicated 
by T. Shaw, of Ame- 
rica), 18 

»  W. R. (18941. Communicated 
by G. B. Atwater, of 
Chicago), 203 

La Société Maison Bréguet (10237), 182 

Langdon-Davis, C. (10990), 182 

Lea, J., and J. C. Harvey (15692), 485 

Lee, R. A. (14840), 224 

Lloyd, E. W. (8861), 17 

Lorrain, J. G. (10505), 38; (11307), 182 

Lowth, J., and Ewart, W. D. (15579), 464 


” ” 


\ ACIVER, K., and Poole, J. (13664) 

383 

Maiche, L. (16435), 485 

Mann, J. J. (13543), 464 

Mance, H. C. (13755), 383 

Maquay, S. W. (15155), 423 

Marchese, E. (12725), 203 

Mather, W., Hopkinson, J., and Hopkin- 

son, E. (15648), 485 

Mewburn, J. C. (13931. Communicated by 
M. Deprez, of Paris), 363 

(15357. Communicated by 


Marcel Deprez and Cor- 
nelius Herz, of Paris), 
464 


. Gerboz, of Paris), 
Mills, B. J. B. (11145. Communicated by 
W. Holzer, of America), 182 
Moebius, B. (16554), 505 
Molison, A. R. (9724), 17 
c. (15143), 423 
Moss, R. §. (15908), 528 
Myall, A. (12547. Communicated by 
Messrs. E. Recordon & Co., of 
Geneva), 203 


ee C. de (14916), 403 


ee G., Baron de (14485), 383 


T. (11066), 62 


Parsons, Hon. C. A. (14723), 403 

Pfaunkuche, A. (12626), 203 

Pitt, S. (16910. Communicated by T. B. 
E. Turretini, of Geneva), 203 

(14916. Communicated by C. de 

Nottbeck, of St. Petersburgh), 
403 

Poole, J., and MaclIver, K. (13664), 383 

Powell, L. S.,and Wynne, F. (16805), 528 

Pridham, C. W.,and Upward, A. R. (15567), 

63 


ABE, G. (12153), 403 


Radford, Lg H. (14981. Communicated by 
H. F. B. Schaefer, of Berlin), 403 

Radcliffe, J. (14953), 444 

Recordon et Compagnie (12547), 203 

Reed, A. H. (14508. Communicated by E. 
Commelin, G. Bailhache, A. L. de 
Virloy, and L. de Bousignac, of 
Paris), 403 

Richardson, A. W. (13392), 443 

Roberts, J. (15392), 485 

Rogers, L. A. (16767), 485 

Romanze, O., and Thornton, F. (15030), 464 

Roome, H. C. (13525), 443 

Rowan, T. (13744), 383 

Rose, R. (16361), 485 

Rysselberghe, F. Van (15548), 383 


AYERS, W. B., and Hookham, G. 
(16656), 505 
Scarlett, G. (13162), 363 
Schaefer, H. F. B. (14981), 403 
Schanschieff, A. (16375), 505 
Scott, C. B. (12953), 463 
Sellon, R. P., and Sellon, J. 8. (11393), 63 
» and Sillar, G. C. (10487), 322 
Shaw, T. (10932), 18 
Shippey, A., and Wyder, J. E. (9365), 182 
Sillar, G. C. (15612), 485 
* » and Wynne, F. (10486), 18 
» and Sellon, R. P. (10487), 322 
Sinclair, D. (12844), 223 
Skrivanow, P. G. (11521), 182 
Smith, T. T. (8707), 38 
Spicer, R. L. (8861. Communicated by E, 
W. Lloyd), 17 
Sporel, A. (9409), 17 
Sprague, F. J. (15768), 485 
Stephen, J. (14652), 403; (15439), 464 
Stockholms, Bell Telefon Aktiebolag (9855), 
321 


Swan, A. (6319), (9185), 17; (15025), 464 
AMINE, R. (12824), 363 


Taverner, J. (10699), 62 
Thompson, 8. P., and Jolin, P. (8796), 38 ; 
(15480), 63 
Thomson, Sir W. (11106), 363 
» and Bottomley, J. T. 
(10530), 38 
Thornton, F., and Romanze, O. (15030), 


464 
Turretini, T. B. E. (16910), 203 


Die ITED Patents Corporation, and Em- 
mens, S. H. (13759), 383 
Upward, A. R., and Pridham, C. W. (15567), 
65 


Yarer, S. A. (11446), 363 


Vaughan, G. E. (15566), 464 

Virloy, A. L. de, Commelin, E., Bailhache, 
G., and Bousignac, L. de (14508), 
403 


ALKER, F. (9801), 38 


Watt, H. (13133. Communicated by E. 
Weston, of America), 403 

Weiss, C. W. (17077), 548 

Welsbach, A. von (12 

Weston, B. S., and Wilton, 

Weston, E. (13133), 403 

Wilton, H. S., and Weston, B. S. (9896), 


S. (9896), 17 


17 
Williams, S. (11542), 202 
» J. S. (12064), 363; (12219), 403 ; 
(13880), (13883), 528 
Wise, W. L. (16082). Communicated by 
A. Dejongh, of Brussels), 485 
Wright, A. (9929), 17; (14109), 403 
Wyder, J. E., and Shippey, A. (9365), 182 
Wynne, F., (15273), 464 
eo », and Evans, M. (12675), 403 
‘ » and Powell, L. 8, (16805), 528 
ai » and Sillar, G. C. (10486), 18 


1885. 


BDANK-ABAKANOWICZ, B., and 
Deprez, Marcel (2555), 528 
Abel, C. D. (2893. Communicated by La 
Société Genérale de Tele- 
phones of Paris), 14 
(4124. Communicated by J. 
Jenc, of Pola), 243 
as » (5201. Communicated by C. 
Zipernowski, M. Déri and 
O. T. Blathy, of Budapest), 
283 
Adams, J. D. (5293), 157 
Akester, W. H., Mitchell, R., and Kelly, R 
R. (1221), 528 
Allen, C. E. (6689), 302 
Allen, J., and Lorrimar, F. (8827), 529 
Allison, C. A. (10600. Communicated by 
M. G. Farmer, of America), 529 
H. J. (12170. Communicated by 
E. M. Gardner, of America), 550 
Anderson, Sir J., and Kennelly, A. E. 
(1784), 110 
Aron, H. (2509), 203 


” 


” 


W. J. S. (38944), 
87 


‘ 
Barker, G. (1209. Communicated by J. 
W. Tringham, of Canada), 549 
Bauman, F. (6529), 343 
Beckingsale, E. W. (2263), 111 
Bedwell, F. Le Breton (487), 549 
Belfield, R., and Jones, T. J. (3991), 204 
Blake, F. (3851), 87 
Blathy, O. T., Zipernowski, C., and Deri, M. 
(5201), 283 
Bosanquet, C. J., 
(2960), 135 


and Tomlinson, W. A. 


Bradley, C. S. (2463), 261; (8076), 343 
Brevoort, H. L., and Roberts, I, L. (1505), 
528 


Brotherhood, C. (5801), 529 
Brown, F. H. (9795), 529 
Brown, H. P. (10373), 5 ~? 
Bruce, E. 8. (5854), 
Burnley, W. (10950), 50 


AMPBELL, H. F. (2818), 111 
Chambers, J. C.,and Jackson, W. A. (8777), 


506 
Clark, A. M. (2350. Communicated by 
Messrs.F avi, Paride & Co., 
of Italy), 156 
(4287. Communicated by 
S. P. Denison, of New 
York), 243 
(282. Communicated by L. 
Maiche, of Paris), 549 
Cowles, E. H., and Cowles, A. H. (6994), 302 
Cummings, G. W., and Cummings, J. R. 
(3120), 136 


AFT, Leo (2194), 156 


Davis, D.A. (5349), 529 
Day, C. A. (2818. Commuicated by H. F. 
Campbell, of America), 111 
ie » (7321. Communicated by T. 
Schaefer, of Bavaria), 302 
Delany, P. B. (5208), 261; (8813), 529; 
(8812), 550 
Dembinski, K. 8. 
(6488), 506 
Denison, 8S. P. (4287), 243 
Deprez, Marcel, and Abdank-Abakanowicz, 
B. (2555), 528 
Deri, M., Zipernowski, C., and Blathy, O. 'T. 
(5201), 283 
Dreyer, W. (8995), 507 


(3324), 261; (6487), 


ARMER, M. G. (2477), 64; (8788), 506 ; 

(10600), 529 

Favi, Paride & Co. (2350), 156 

Fein, G. C. C., Frost, W. S., and Merigot, 
J. L. (2878), 111 

FitzGerald, D. G., and Jones, T. J. (1831), 
261 

Forbes, G. (4120), 204 

Frost, W. 8., Merigot, J. L., and Fein, G. 
C. C. (2878), 111 

Fuller, J. E. (5235), 157 


ARDNER, E. M. (12170), 550 


Golitzinsky, V., and Rymascheffsky, P. O. 
(6371), 549 

Gordon, J. E. H. (237 5), 64; (2587), (2596), 
111; (2572), 203; (5657), 283 

Grundy, A. (75), 549 


ADDAN, H. J. (9064. Communicated 
by H. Henneberg and R. O. Lorenz, 
of Vienna), 485 
Handford, T. J. (8566, 8568. Communi- 
cated by R. H. Mather, 
of America), 506 


» (652. Communicated by 
E. H. Johnson, of New 
York), 549 

» (11300. Communicated 


by R. H. Mather, of 
America), 550 

Harrison, J. (3616), 203 

Hathaway, G. M. (455), 63 

Helios, A. G. (2671), 261 

Hellesen, W. (4369), 343 

Herzog, F. B. (3813), 136 

Henneberg, H. and Lorenz, R. O. (9064), 

485 


Heysinger, I, W. and Pusey, ‘J. (8727), 
550 
Holt, H. P., and Jones, A. E. (4717), 243 


Houghton, E. J. (9569), 529 
Humm, M. (11224), 550 


wall 

ric 

= 

m- 

ced 

6), 

3), 

er, 

ne 

er, 

ie- 

by 

> 

by R 

is), 

by 

ne- 

by 

H. 

by 

ew 

38 ; 

(x. 


ELECTRICAL REVIEW—INDEX. 


THE TELEGRAPHIC JOURNAL AND 


DECEMBER 26, 1885.] 


MRAY, O. (10950. Communicated hy 
W. Burnley, of America), 529 


C. A. (7338), 348 


Jackson, W. A., and Chambers, J. C. (8777), 
506 


Jeannolle, A. E. E. (1053), 549 
Jene, J. (4124), 243 
Jensen, P. (43869. Communicated by W. 
Hellesen, of Copenhagen), 
343 
» (6371. Communicated by V. 
Golitzinsky and P. O. Ryma- 
scheffsky, of Moscow), 549 
Johnson, E. H. (652), 549 
W.C., and Phillips, 8S. E. (2135), 
63; (2388), 111 
Jolin, P. (8592), 186 
»  R., and Thompson, 8. P. (3037), 203 
Jones, A. E., and Holt, H. P. (4717), 243 
»  T. J. (6555), 549 
» and Belfield, R. (3991), 204 
and FitzGerald, D. G. (1831), 
261 
(5045), 261 
» H. (2122), 506 
Justice, P. M. (3851. Communicated by 
F. Blake, of America), 87 
(8727. Communicated by 
I. W. Heysinger and J. 
Pusey, of America), 550 


” 


” 


” ” 


” ” 


T ELLY, R. R., Akester, W. H., and 
Mitchell, R. (1221), 528 
Kennedy, R. M. (10606), 529 
Kennelly, A. E., and Anderson, Sir J. 
(1784), 110 
Khotinsky, A. (3518), 156; (3261), 203 


| W. R. Communicated by 
R. Whitney, of 

506 
(8621. Communicated by 
M. W. Parrish and M. 
F. Parrish, of America), 


” 


Communicated by 
. Brevoort and I. 
L. Roberts, of Brook- 
lyn), 528 
(10373. Communicated by 
H. P. Brown, of Chi- 
cago), 529 
(10496. Communicated by 
P. Wrady, of St. Peters- 
burg), 529 
(1053. Communicated by 
A. E. E. Jeannolle, of 
Calais), 549 


Lalande, F. P. E, de (4130), 204 


La Société Genérale de Telephones (2893), 
11 


1 

Link, A. F (2671. Communicated by A. G. 
Helios, of Cologne), 261 

Lorenz, R. O., and Henneberg, H. (9064), 


485 
Lorrimar, F., and Allen, J. (8827), 529 
Imdwig, J. C. (4273), 243 
Lyster, F. E., and Schermerhorn, G. J. 
(3789), 136 


\ [ACKENZIE, J. (3967), (3968), (3969), 
87 


" M‘Cullough, L. H. (5218), 261; (5219), 283 


McLaughlin, J. F. (12192), 550 

Maiche, L. (282), 549 

Marshall, A. W., and Smith, O. J. (2168), 
156 

Mason, G, A. (3850), 528 

Mather, R. H. (8566), (8568), 506 ; (11300), 
550 


Merigot, J L., Frost, W. S., and Fein, G. 
C. C. (2878), 111 

Mewburn, J.C. (2555. Communicated by 
Marcel Deprez and B. Abdank- 
Abakanowicz, of Paris), 528 

F. J. (4725), 157 

Miller, L. B. (5587), 506 

Mills, B. J. B. (3789. Communicated by F. 
E. Lyster, and G. J. Schermerhorn, 
of America), 136 

Mitchell, R., Akester, W. H., and Kelly, 
R. R. (1221), 528 

Muirhead, A. (154), 549 


C. P. (3678), 203 


i — M. W., and Parrish, M. F. 
(8621), 506 
Pell, B. (2685), 86 ; (2639), 111 ; (8860), 506 
Phillips, 8S. E., and Johnson, W. C. (2135), 
63; (2388), 111 

Pieper, H. (4647), 261 

Pitt, Sydney (2194. Communicated by Leo 
Daft, of New Jersey), 156 

(10181. Communicated by 8. 
Stepanoff, of St. Peters- 
burg), 529 

(8812. Communicated by P. 
B. Delany, of America), 550 

Pond, C. H. (7548), 506 

Porter, H. B. (7638), 343 

Pratt, J. R. (1714), 485 

Price, A. P. (276), 549 

Pusey, J., and Heysinger, I. W. (8727), 550 


ANDNITZ, 8S. (4745), 157 
Redfern, G. F. (457. Communicated by 


Messrs. Wirth & Co., of Frank- 
fort-on-the-Main), 549 


” ” 


” ” 


Richardson, J. J. (5302), 157 
Rixon, A. W., and Theiler, R. (1439), 110 
Roberts, and, Brevoort, H H. L. (1505), 


Roos, 8. (1212), 261 

Russell, 8. (3505), 136 

Rymascheffsky, P. O., and Golitzinsky, V. 
(6371), 549 


CHAEFER, F. (7321), 302 

Schermerhorn, G. J., and Lyster, F. E. 
(3789), 136 

Scotland, J. (354), 549 

Seligman, H., and Seligman, 
261 

Sellon, R. P. (639), 163 ; (4534), 204 

Smith, O. J., and Marshall, A. W. 
156 


E. (4254), 


(2168), 


Stepanoff, 8. (10181), 529 


R. (6574), 343 


Theiler, R., and Rixon, A. W. (1439), 110 
Thompson, S. P. (6554), 549 
» and Jolin, P. (3037), 203 
W. P. (6994. Communicated by 
E. H. Cowles and A. H. 
Cowles, of America), 302 
(6529. Communicated by 
F. Baumann, of Wal- 
denburg), 343 
(8777. Communicated by 
W.A. Jackson, and J.C. 
Chambers, of America), 
506 
» (12198. Communicated 
by C. A. Tucker, of 
New York), 550 
Tichener, A. C. (3109), 203 
Tomlinson, W. A., and Bosanquet, C. J. 
(2960), 135 
Tringham, J. W. (1209), 549 
Tucker, C. A. (12193), 550 


ATERS, W. T. (4063), 261 


Whitney, E. R. (8528), 506 
Williams, R. C. (5212), 283 
Willis, V. (819), 343 
Wirth & Co. (457), 549 
Woodley, R. H. (2812), 506 
Wrady, P. (10496), 529 
Wynne, F. (9817), 529 


77 ALINSKL, E. L. (2836), 111 


Zeller, E. (8128), 550 
Zipernowski, C., Deri, M., and Blathy, O. T. 
(5201), 283 


Ae 
. 
‘| 
| Fe 
2 
| 
: 
ss ” - 
. 
. 


